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Section I. 
INTRODUCTION 



1 . Scope 

This manual lists repair parts, special tools, 
test and support equipment required for the 
performance of organizational, direct support, 
general support and depot maintenance of the 
welding set. 

2. General 

This Repair Parts and Special Tools List is 
divided into the following sections: 

a. Prescribed Load Allowance (PLA) Sec- 
tion II. A composite listing of repair parts, spe- 
cial tools, test and support equipment having 
quantitative allowances for initial stockage at the 
organizational level. 

b. Repair Parts Section IIL A list, in 
figure and item number sequence, of repair parts 
authorized at the organizational level for the per- 
formance of maintenance, including those items 
which must be removed for replacement of the 
authorized item. Items, except kits and sets, are 
listed by assembly group in top down breakdown 
sequence. 

c. Special Tools, Test and Support Equipment 
Section IV. Not Applicable. 

d. Repair Parts Section V, A list, in figure 
and item number sequence, of the repair parts 
authorized for the performance of maintenance 
at the direct support, general support levels, in- 
cluding those items which must be removed for 
replacement of the authorized item. Items, ex- 
cept kits and sets, are listed by assembly group 
in top down breakdown sequence. 

e. Special Tools, Test and Support Equipment 
Section VI. Not Applicable. 

/. Federal Stock Number and Reference 
Number Index Section VII. A list of Federal 
Stock Numbers in ascending numerical sequence, 
followed by a list of reference numbers appearing 
in all listings, in ascending alpha-numeric se- 
quence, cross-referenced to the illustration figure 
and item number. 

NOTE 

Items not illustrated are cross-referenced to as- 
sembly group number. 

3. Explanation of Columns 

The following provides an explanation of 
columns in the tabular lists in Sections II through 
VI. 



a. Source, Maintenance, and Recoverability 
Codes (SMR). 

(I) Source code indicates the source for the 
listed items. Source Codes are : 

Code Explanation 

P Repair Parts, Special Tools and Test Equip- 

ment supplied from the GSA/DSA, or Ar- 
my supply system, and authorized for use 
at indicated maintenance categories. 

P2 Repair Parts, Special Tools and Test Equip- 
ment which are procured and stocked for 
insurance purposes because the combat or 
military essentiality of the end item dic- 
tates that a minimum quantity be avail- 
able in the supply system. 

M Repair Parts, Special Tools and Test Equip- 
ment which are not procured or stocked, as 
such, in the supply system but are to be 
manufactured at indicated maintenance 
levels. 

A Assemblies which are not procured or stocked 

as such, but are made up of two or more 
units. Such component units carry individual 
stock numbers and descriptions, are pro- 
cured and stocked separately and can be as- 
sembled to form the required assembly at 
indicated maintenance categories. 

X Parts and assemblies that are not procured or 

stocked because the failure rate is normal- 
ly below that of the applicable end item or 
component. The failure of such part or as- 
sembly should result in retirement of the 
end item from the supply system. 

XI Repair Parts which are not procured or 

stocked. The requirement for such items will 
be filled by the next higher assembly or 
component. 

X2 Repair Parts, Special Tools and Test Equip- 
ment which are not stocked and have no 
foreseen mortality. The indicated mainte- 
nance category requiring such repair parts 
will attempt to obtain the parts through 
cannibalization or salvage, the item may be 
requisitioned with exception data, from the 
end item manager, for immediate use. 

G Major assemblies that are procured with 

PEMA funds for initial issue only as ex- 
change assemblies at DSU and GSU level. 
These assemblies will not be stocked above 
the DS and GS level or returned to depot 
supply level. 

(2) Maintenance code indicates the lowest 
category of maintenance authorized to install the 
listed item. Repair parts and special tools as- 
signed Maintenance Code "C" may be stocked at 
the operator level of maintenance when author- 
ized by the Unit Commander. The maintenance 
level codes a)re : 



Cod* Explanation 

C Crew or Operator maintenance 

Organizational maintenance 

P Direct Support maintenance 

H General Support maintenance 

(3) Recoverability code indicates whether 
unserviceable items should be returned for re- 
covery or salvage. Items not coded are expend- 
able. Recoverability codes are: 

Code Explanation 

R Applied to repair parts, (assemblies or com- 

ponents) special tools and test equipment 
which are considered economically reparable 
at direct and general support maintenance 
levels. When the item is no longer eco- 
nomically reparable, it is normally disposed 
of at the GS level. When supply considera- 
tions dictate, some of these repair parts 
may be listed for automatic return to sup- 
ply for depot level repair as set forth in 
AR 710-50. When so listed, they will be 
replaced by supply on an exchange basis. 
S Repair Parts, Special Tools, Test Equipment 

and assemblies which are economically re- 
parable at DSU and GSU activities and 
which normally are furnished by supply on 
an exchange basis. When items are deter- 
mined by a GSU to be uneconomically re- 
parable, they will be evacuated to a depot 
for evaluation and analysis before final 
disposition. 

T Higher dollar value recoverable repair parts, 

special tools and test equipment which are 
issued on an exchange basis. Such items will 
be repaired or overhauled at depot mainte- 
nance activities only. No repair may be ac- 
complished at lower levels. 

U Repair Parts, Special Tools and Test Equip- 
ment specifically selected for salvage by 
reclamation units because of precious metal 
content, critical materials, high dollar 
value or reusable casings or castings. 

b. Federal Stock Number. Indicates the 
Federal stock number assigned to the item and 
will be used for requisitioning purposes. 

c. Description. Indicates the Federal item 
name and any additional description of the item 
required. Assembly components and subassem- 
blies are indented under major assemblies. The 
abbreviation "w/e" when used as part of the 
nomenclature, indicates the Federal stock number 
includes all armament, equipment, accessories, 
and repair parts issued with the item. A part 
number or other reference number is followed 
by the applicable five-digit Federal supply cade 
for manufacturers in parenthesis. Repair parts 
quantities included in kits and sets are shown in 
front of the repair part name. Material required 
for manufacture or fabrication is identified. 



d. Unit of Measure (U/M). A two-character 
alphabetic abbreviation indicating the amount or 
quantity of the item, as used, upon which the al- 
lowances are based, e.g., ft., ea., pr., etc. 

e. Quantity Incorporated in Unit. Indicates 
the quantity of the item used in the assembly 
group. A "V" appearing in this column in lieu 
of a quantity indicates that a definite quantity 
cannot be indicated (e.g., shims, spacers, etc.). 

/. Fifteen-Day Organizational Maintenance 
Allowance. 

(1) The allowance columns are divided into 
four subcolumns. Indicated in each subcolamn 
opposite the first appearance of each item is the 
total quantity of the items authorized for the 
number of equipments supported. Subsequent 
appearances of the same item will have the letters 
"REF" in the allowance column, indicating total 
allowance quantities will be shown with the first 
appearance of the item. To locate referenced 
item, locate the FSN or reference number in the 
index. The earliest figure and item number is 
the referenced item. Items authorized for use as 
required but not for initial stockage are identi- 
fied with an asterisk in the allowance column 

(2) The quantitative allowances for organi- 
zational level of maintenance represents one in- 
itial prescribed load for a 15-day period for the 
number of equipments supported. Units author- 
ized additional prescribed loads will multiply the 
number of prescribed loads authorized by the 
quantity of the repair parts reflected in the ap- 
propriate density column to obtain the total quan- 
tity of repair parts authorized. 

(3) Organizational units providing main- 
tenance for more than 100 of these equipments 
shall determine the total quantity of parts re- 
quired by: First, divide the number of equip- 
ments supported by 100 by moving the decimal 
two spaces left; second, multiply the result by 
the quantity in the 51-100 density column. Ex- 
ample, authorized allowance for 51-100 equip- 
ments is 40; for 150 equipments, multiply 40 by 
1.50 or 60 parts required. 

(4) Subsequent changes to allowances will 
be limited as follows : No change in the range of 
items is authorized. If additional items are con- 
sidered necessary, recommendations should be 
forwarded to U. S. Army Mobility Equipment 
Command for exception or revision to the allow- 
ance list. Revision to the range of items author- 
ized will be made by the U. S. Army Mobility 
Equipment Command based on engineering expe- 
rience, demand data, or TAERS information. 



iii 



y. Thirty-Day DS/GS Maintenance Allow- 
*,es. 

NOTE 

Allowances in GS column are for GS mainte- 
nance only. 

(1) The allowance columns are divided in- 
three subcolumns. Indicated in each sub- 

umn, opposite the first appearance of each 
m, is the total quantity of items authorized for 
> number of equipments supported. Subsequent 
>earances of the same item will have the let- 
s "REF" in the applicable allowance column. 
locate the referenced item, locate the FSN or 
erence number in the index. The earliest figure 
I item number is the referenced item. Items 
thorized for use as required but not for initial 
ckage are identified with an asterisk in the 
>wance column. 

(2) The quantitative allowance for DS/GS 
els of maintenance will represent initial stock- 
* for a 30-day period for the number of equip- 
ttts supported. 

(3) To determine allowances when sup- 
rting more than 100 of these equipments: 
rat, divide the number of equipments sup- 
rted by 100 by moving the decimal two places 
t; second, multiply the result by the quantity 
the 51-100 density column. Example, author- 
d allowance for 51-100 equipments is 40; for 
equipments multiply 40 by 1.50 or 60 parts 
juired. 

h. One-Year Allowance Per 100 Equipments/ 
ntingency Planning Purposes. This column in- 
uates opposite the first appearance of each 
m the total quantity required for distribution 
d contingency planning purposes. Subsequent 
pearance of the same item will have the letters 
1EF" in this column. The range of items indi- 
tes total quantities of all authorized items re- 
ired to provide for adequate support of 100 
uipments for one year. 

i. Depot Maintenance Allowance Per 100 
fuipments. This column indicates opposite the 
% st appearance of each item, the total quantity 
thorized for depot maintenance of 100 equip- 
ents. Subsequent appearance of the same item 
ill have the letters "REF" in this column. Items 
ithorized for use but not for initial stockage are 
entitled with an asterisk in the allowance 
lumn. 
j. Illustration. This column is divided as 



(1) Figure number. Indicates the figure 
imber of the illustration on which the item is 



town. 



(2) Item number. Indicates the callout 
number used to reference the item on the illustra- 
tion. 

4. Special information 

a. Repair parts mortality has been based on 
1500 hours operation per year. 

b. Parts which require manufacture or as- 
sembly of a category higher than that authorized 
for installation will indicate in the source column 
the higher category. 

c. The following- publication pertains to the 
welding set and its components : 

TM 5-3431-227-14 Operator's, Organiza- 
tional, DS and GS 
Maintenance Manual 

d. The same illustrations are used to illus- 
trate the repair parts and special tools listed in 
both organizational maintenance section and di- 
rect and general support maintenance section. 

5. How to Locate Repair Parts 

a. When the Federal stock number or refer- 
ence number is unknown: 

(1) First. Using the table of contents, de- 
termine the assembly group within which the re- 
pair part belongs. This is necessary since illus- 
trations are prepared for assembly groups, and 
listings are divided into the same groups. 

(2) Second. Find the illustration covering 
the assembly group to which the repair part be- 
longs. 

(3) Third. Identify the repair part on the 
illustration and note the illustration figure and 
item number of the repair part. 

(4) Fourth. Using the Repair Parts List- 
ing, find the assembly group to which the repair 
part belongs and locate the illustration figure 
and item number noted on the illustration. 

b. When the Federal stock number or refer- 
ence number is known : 

(1) First Using the Index of Federal 
Stock Numbers and Reference Numbers find the 
pertinent Federal stock number or reference 
number. This index is in ascending FSN sequence 
followed by a list of reference numbers in al- 
pha-numeric sequence, cross-referenced to the 
illustration figure number and item number. 

(2) Second. Using the Repair Parts List- 
ing, find the assembly group of the repair part 
and the illustration figure number and item num- 
ber referenced in the Index of Federal Stock 
Numbers and Reference Numbers. 






c. When the Federal stock number or refer- 
ence number is known and the repair part is not 
illustrated : 

(1) First. Using- the Index of Federal 
Stock Numbers and Reference Numbers find the 
pertinent Federal stock number or reference 
number in, the section titled "Items Not Illus- 
trated" and note the group number. This section 
is in ascending FSN sequence followed by a list 
of reference numbers in alpha-numeric sequence 
cross-referenced to assembly group number. 

(2) Second. Using the Table of Contents, 
locate the assembly group number and page 
number. 

(3) Third. Using the applicable group 
number and page number, locate the pertinent 
stock number or reference number in the Repair 
Parts Listing. Items which are not illustrated 
are listed at the end of the assembly group to 
which they belong. 

6. Abbreviations 

assy assembly 

ea each 

hex hexagon 

id inside diameter 

in inch(es) 

Iff long 

mtg mounting 

No number 

od outside diameter 

thd thread (s) (ed) 

thk thick (ness) 

7. Federal Supply Codes for Manufacturers 

Code Manufacturer 

00779 AMP Inc. 

05972 .... Loctite Corp. 

06352 Empire Products Inc. 



Code Manufacturer 

07903 Relay and Control Corp. Sargent Electric 

Division 

08452 Westinghouse Electric Corp. Welding Dept 

09505 Imperial-Eastman Corp. 

12697 Clarostat Mf g Co. Inc. 

14655 Cornell-Dubilier Electric Corp. 

21335 Fafnir Bearing Co. 

2S520 Heyman Mfg Co. 

44665 Ohmite Mfg Co. 

56289 Sprague Electric Co. 

63026 Victor Equipment Co. 

71279 Cambridge Thermionic Corp. 

72794 DZUS Fastener Co. Inc. 

75042 IRC Division of TRW Inc. 

75915 Littlefuse Inc. 

77342 American Machine and Foundry Co. 

82893 Vector Electronic Oo. 

83330 Smith Herman H. Inc. 

88044 Aeronautical Standards Group Dept of Navy 

and Air Force 

88726 Westinghouse Electric Corp. Control Division 

91929 Honeywell Inc. Building Controls and Com- 
ponents Group Micro Switch Division 

92194 Alpha Wire Corp. 

93790 Cornell-Dubilier Electronics Division Federal 

Pacific Electric Corp. 

96906 Military Standards 

97073 Prince Rubber and Plastic Co. Inc. 

8. Recommendations for Maintenance Publi- 
cations Improvements 

Report of errors, omissions, and recommenda- 
tions for improving this publication by the user 
is encouraged. Reports should be submitted on 
DA Form 2028 (Recommended Changes to Pub- 
lications) and forwarded direct to Commanding 
General, U. S. Army Mobility Equipment Com- 
mand, ATTN: AMSME-MPP, 4300 Goodfellow 
Boulevard, St. Louis, Mo. 63120. 
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(3) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALLOWANCE 



(k) 
6-20 



3*31-875-7*5* 
5905-875-7883 

5905-875-788* 

5905-875.7887 
5905-875-7890 

5910-8*5-7*00 

5910-875-7888 
5920-1*2-7383 
5920-280.5062 



3*31-** 6-26*1 

3*3i-**6-26*2 
3)13! J*6-26** 

3*31-875-7633 
3*31-875-7*37 

3*3i-875-7**2 
3*3i-875-7**5 
3*31-875-7*** 

3*3i-875-7**8 
3*31-875-7930 



i 



SECTION 1 1 - PRESCRIBED LOAD ALLOWANCE 
GROUP 01 - CONTROL MONITOR 

CABLE ASSEMBLY, LINE 

RESISTOR, ADJUSTABLE: MOTOR VOLTAGE SUPPLY. 
250 OHMS, 25 WATTS 

RESISTOR: ARMATURE RELAY TO LOAD RELAY. 
25 OHM, 25 WATTS 

RESISTORi CONTROL PANEL 

RESISTORj LOAD RELAY TO CONTROL RHEOSTAT, 
10 WATT, 5 OHM 

CAPACITOR! *OOV, DC, STANDOFF INSULATION 
TO ARMATURE RELAY 

CAPACITORi 600V, DC (*C,3C) 
FUSE! MOTOR, 1 AMP 
FUSE! LINE, 2 AMP 



DIODE 

IN*822 



GROUP 02 - WELDING GUN 

RING: REEL COVER BOLT 

WASHER, FIBER! IDLER ROLL MTG 

NOZZLE, GAS 

TUBE, GUIDE 

ROLL DRIVE 

WASHERi BARREL TO BRACKET ASSEMBLY, BARREL TO ADAPTER 

INSULATION! GUN BARREL 

BEARING, BALL! IDLER ROLL 

SCREW, NYLON i IDLER ROLL MTG, NO. 10-32 
THD SIZE, 5/8 IN. LG 

SPRING! WIRE PRESSURE ADJUSTING 
ADAPTER! GUN TUBE TO NOZZLE 

RING: GUN BARREL. 11/32 IN. 00. 7/32 IN. ID 
AN6227B* (880*4) 

BUSHING, NYLON 

2209A70H01 (08*52) 

BUSHING, NYLON! INLET GUIDE 
2213A*2H01 (08*52) 

SPRING 

*52A106H01 (08*52) 
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SECTION III - REPAIR PARTS FOR ORGANIZATIONAL 






















MAINTENANCE 






















GROUP 01 - CONTROL MONITOR 


















X20 




CONTROL ASSEMBLY: AC 


CA 


1 


















*83B126G01 (08*52) 


















P20 




KNOB: WIRE FEED 


CA 


1 


* 


* 


* 


^ 




2 






2**35 (08*52) 


















P 


5905-196-2300 


RHEOSTAT: 25 WATT, WIRE FEED 


CA 


1 





* 





* 


1 


3 






CONTROL 






















01*9 (N655) 


















P 


5305-855-0971 


SCREW, SELF-TAPPING: CAUTION 


EA 


8 





# 


w 


^ 


1 


* 






PLATE MTG, NO. 6-32 THD SIZE, 






















lA IN. LG 






















MS2*629-21 (96906) 


















X20 




NAME PLATE 


CA 


1 










1 








199P297H01 (88725) 


















P 


5920-556-01** 


FUSEHOLDER 


CA 


3 


* 


* 


. 


* 




6 






3*200* (75915) 


















P 


5920-280-5062 


FUSE: LINE, 2 AMP 


CA 


2 


* 


2 


3 


6 


1 


1 






312002 (75915) 
















1 


P 


5920-1*2-7383 


FUSE: MOTOR, 1 AMP 


CA 


1 


* 


2 


2 


* 


1 


8 






312001 (75915) 


















P 


5305-855-0972 


SCREW, SELF-TAPPING: RECEPTACLE MTG, 


CA 


* 





^ 


* 


* 


1 








NO. 6-32 THD SIZE, 3/8 IN. LG 
MS2*629-23 (96906) 


















P 




RECEPTACLE: GUN CONTROL CABLE 


CA 


1 


^ 


^ 


^ 


* 




1 






AN3102A20-17S (880**) 


















P 


*730-oi*-056i 


LOCKNUT, CONDUIT: 1 1/2 IN. 


CA 


1 


* 


* 


. 


. 


1 


11 


P 


5935-072-6056 


RECEPTACLE, FEMALE: CURRENT CABLE 

PM*68 (06352) 


CA 


i 


* 


* 


* 


* 


1 


12 


P 


5310-5^791 


NUT, PLAIN, HEXAGON: BRASS 


CA 


i 


^ 


+ 


* 


* 


1 


n 






M53569o4n (96906) 
















1 j 


P 


5310-209-0786 


WASHER, LOCK: CURRENT CABLE 


CA 


1 


* 


* 


* 


* 


1 


1* 






RECEPTACLE MTG 






















MS35335-33 (96906) 


















X20 




TERMINAL 


CA 


^ 










1 








196A033H05 (08*52) 














1 




P 


5930-875-7882 


SWITCH, TOGGLE: CONTROL PANEL LINE 


CA 


1 


* 


. 


* 


* 


1 


16 






3001 (07903) 


















P 


5305-622-9*76 


SCREW, MACHINE: TERMINAL STRIP 
MTG, NO. 8-32 THD SIZE, 5/8 


CA 


3 


* 


* 


* 


- 


1 


17 






IN. LG, FILLISTER HEAD 

MS35265-*6 (96906) 


















P 


5310-012-0622 


NUT, PLAIN, HEXAGON: TERMINAL 


CA 


5 





^ 


* 


* 


1 


18 






STRIP MTG, CABLE CLAMP MTG, 






















NO. 8-32 THD SIZE 






















MS356*9-82 (96906) 


















PO 


5310-0*5-3299 


WASHER, LOCK: TERMINAL STRIP 


CA 


9 


* 


9 


* 


* 


1 


19 






MTG, NO. 8 
















1 s 






MS35338-*2 (96906) 


















PO 


5305-622-9*78 


SCREW, MACHINE: TERMINAL STRIP 


CA 


2 





+ 


* 


* 


1 


20 






GROUNDING, CABLE CLAMP MTG, 






















NO. 8-32 THD SIZC. 1 IN. LG 

MS35265-*9 (96906) 


















P 


3*31-858-3080 


TERMINAL STRIP 
210 (08*52) 


CA 


I 




* 


* 


* 


1 


21 
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P 


5310-559-0070 


WASHER, LOCK: TERMINAL STRIP 


EA 


1 


* 











1 


22 






MTG, INTERNAL TOOTH 






















MS35333-38 (96906) 


















X20 




CLAMP, CABLE 
1781*53 (88725) 


EA 


* 










1 


23 


X20 




STRIP, MARKING 


EA 


1 










} 


2* 






2213A83H01 (0&52) 


















P 


5905-675-7890 


RESISTOR: LOAD RELAY TO CONTROL 


EA 


1 


* 


* 


* 


2 


1 


^5 






RHEOSTAT, 10 WATT, 5 OHM 






















PR10F (12697) 


















X20 




TERMINAL: LOAD RELAY RESISTOR 


EA 


1 










j 


26 






1*58309 (88725) 


















X20 




RELIEF, STRAIN: LINE CABLE ASSEMBLY 


EA 


1 












27 






SR6P1 (28520) 
















* i 


P 




CABLE ASSEMBLY, CURRENT 


EA 


1 





* 


* 





1 


28 






59C1598G13 (08*52) 


















xao 




CABLE, WELDING 


EA 


1 










1 


2Q 






59C1598H19 (08*52) 
















*-7 


X20 




TERMINAL 


EA 


1 










1 


30 






1603078 (88725) 
















JW 


X20 




RELIEF, STRAIN: GROUND CABLE 


EA 


1 










1 


31 






ASSEMBLY 






















SR2M1 (28520) 


















P 


3*31-875-7657 


CABLE ASSEMBLY: GROUND 
*32C52*G10 (08*52) 


EA 


1 


* 








* 


1 


32 


X20 




CABLE, SINGLE CONDUCTOR 


EA 


1 










1 


33 






*32C52*H19 (08*52) 


















X20 




TERMINAL 


EA 


1 










1 


3* 






17977*6 (88725) 
















j 


X20 




RELIEF, STRAIN: CURRENT CABLE 


EA 


1 










1 


35 






ASSEMBLY 






















SR8pi (28520) 


















P 


3*31-875-7656 


CABLE ASSEMBLY, LINE 

*35C5i2GO* (08*52) 


EA 


1 








* 


1 


1 


36 


P 


5305-855-0972 


SCREW, SELF -TAPPING: BASE AND 


EA 


12 


* 











1 


37 






BACK PLATE MTG, NO. 6-32 THD 






















SIZE, 3/8 IN. LG 
MS2*629-23 (96906) 


















X20 




PANEL, CABINET 


EA 


1 










1 


38 






827D037H05 (08*52) 


















X20 




BASE, CABINET 


EA 


1 










1 


39 






827D037H16 (88725) 


















X20 




INCLOSURE 


EA 


1 










1 


*o 






3*72032001 (06*52) 


















X20 




FASTENER 


EA 


1 










1 


*i 






AJ5-*o (7279*) 


















X20 




GROMMET 


EA 


1 










1 


*2 






JH5 (7279*) 


















X20 




GASKET: CONTROL ASSEMBLY DOOR 


EA 


1 










1 


*3 






**7910P (88725) 


















X20 




CABINET 


EA 


1 










1 


** 






3*72D32H01 (08*52) 


















P 


5305-855-0972 


SCREW, SELF-TAPPING: PANEL 


EA 


2 


* 








* 


2 


1 






ASSEMBLY MTG. UPPER, NO. 6-32 






















THD SIZE, 3/8 IN. LG 
MS2*629-23 (96906) 



















0) 

SMR 
CODE 


(2) 

FFDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(5) 

QTY 
INC 
IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(o) 
1-5 


(b) 
6-20 


(c) 
21-50 


W) 
51-100 


(o) 

FIG. 
NO. 


(b) 
ITEM 
NO. 


P 


5305-582-5807 


SCREW, MACHINE* PANEL ASSEMBLY 


EA 


5 


^ 


^ 


^ 


* 


2 


2 






MTG, LOWER, NO. 6-32 THD SIZE, 






















3/8 IN. LG 






















MS35265-28 (96906) 


















P 


53 10-83* -3 156 


NUT, PLAIN, HEXAGONS PANEL 


EA 


2 











* 


2 


3 






ASSEMBLY. NO. 6--J2 THD SIZE 






















MS35&9-& (9690?) 


















P 


53io-o*5-*oo7 


WASHER, LOCK* PANEL MTG, NO. 6 


EA 


* 


* 


* 





* 


2 


* 






MS35338-*! (96906) 


















X20 




PANEL ASSEMBLY 


EA 


1 










2 


5 






221C652G01 (08*52) 


















P 


5305-5*3-2665 


SCREW, MACHINE, FILLISTER HEAD: 


EA 


2 








* 


* 


2 


6 






ARMATURE RESISTOR MTG, 1/*-20 






















THD SIZE, .37 IN. LG 

MS35265-77 (96906) 


















P 


5310-761-6882 


NUT, PLAIN, HEXAGON: ARMATURE 


EA 


2 


* 


* 


* 


* 


2 


7 






RESISTOR MTG, I/* -20 THD SIZE 






















MS5 1967-2 (96906) 


















P 


5310-582-5965 


WASHER, LOCKs ARMATURE RESISTOR 


EA 


2 


* 





* 


* 


2 


8 






MTG, lA IN. 

MS35338-** (96906) 


















P 


5905-875-7886 


RESISTORS ARMATURE RELAY TO 


EA 


1 


* 


* 





2 


2 


9 






LOAD RELAY, 25 OHM, 25 WATT 






















TYPE6-1-2E (75042) 


















P 


5305-069-5122 


SCREW, MACHINE, FILLISTER HEADs 


EA 


1 


* 


* 


* 


* 


2 


10 






CONTROL PANEL RESISTOR (*R) 






















MTG, NO. 8-32 THD SIZE, 2 1/2 






















IN. LG 






















MS35265-55 (96906) 


















P 


5310-012-0622 


NUT, PLAIN, HEXAGONS CONTROL 


EA 


1 


* 


* 








2 


11 






PANEL RESISTOR (*R) MTG, 






















NO. 8-32 THD SIZE 






















MS356*9-82 (96906) 


















P 


5310-0*5-3299 


WASHER, LOCKs CONTROL PANEL 


EA 


1 





* 





* 


2 


12 






RESISTOR (*R) MTG, NO. 8 






















MS35338-*2 (96906) 


















P 


5310-809-85** 


WASHER, FLATt CONTROL PANEL 
RESISTOR (*R) MTG, NO. 8 


EA 


1 


* 


* 


* 


* 


2 


13 






MS27 183-7 (96906) 


















X20 




WASHER, CORKs CONTROL PANEL 


EA 


2 










2 


1* 






RESISTOR (*R) MTG 






















72*9-8 (08*52) 


















P 


5905-875-7887 


RESISTORi CONTROL PANEL 


EA 


1 


* 








2 


2 


15 






VPR20HIK (12697) 


















P 


5305-855-0972 


SCREW, SELF-TAPPINGs ADJUSTABLE 


EA 


2 


* 








* 


2 


16 






RESISTOR (2R) MTG, NO. 6-32 
THD SIZE, 3/8 IN. LG, PAN HEAD 






















M52*629-23 (96906) 


















P 


5905-875-7883 


RESISTOR, ADJUST ABLE j MOTOR 
VOLTAGE SUPPLY, 250 OHMS, 


CA 


1 


* 





* 


2 


2 


17 






25 WATTS 






















TYPE2DATYPED (756*2) 


















PO 


5910-875-7888 


CAPACITOR! 600V. DC (*C,3C) 

73P*7306 (56289) 


EA 


2 


* 


2 


2 


2 


2 


18 


X20 




TERMINAL, SPADEi CAPACITOR 


EA 


5 










2 


19 






MOUNTING (3C.*C AND 5C) 
1797751 (88725) 


















PO 




SCREW, TAPPING, THREAD CUTTINGS 


CA 


2 





* 








2 


20 






RELAY MTG, NO. 6-32 THD SIZE, 






















5/8 IN. LG 
MS2*629-25 (96906) 



















i 



I 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

NIT 
OF 
EAS 


(5) 

QTY 

IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


ILLUS- 
TRATION 


1-5 


(b) 
6-20 


(e) 
2U50 


(<*) 
1*100 


1C. 
NO. 


(b) 
ITEM 
NO. 


P 


59*5-875-788* 


RELAY 


EA 


1 




. 


. 





2 


21 






PR 10 (773*2) 


















P 


5910-6*5-7*00 


CAPACITOR: *OOV, DC, STANDOFF 


EA 


1 








2 


2 


2 


22 






INSULATOR TO ARMATURE RELAY 






















PJ*PI (93790) 


















P 


5310-0134530 


NOT, PLAIN, HEXAGON: STANDOFF 


EA 


1 


REF 


REF 


REF 


REF 


2 


23 






INSULATOR, NO. 6-32 THD SIZE 

MS356*9-62 (96906) 


















P 


5310-0*54007 


WASHER, LOCK: STANDOFF INSULATOR, 


EA 


1 


REF 


REF 


REF 


REF 


2 


2* 






NO. & 






















MS27183-6 (96906) 


















P 


5310-082-1*0* 


WASHER. FLAT: CAPACITOR MTG, 


EA 


1 














2 


25 






NO. 6, (5C) 






















MS27183-6 (96906) 


















X20 




INSULATOR, STANDOFF: CAPACITOR 


EA 


1 










2 


26 






MOUNTING (5C) 






















1581 (71279) 


















P 


5310-0134530 


NUT, PLAIN, HEXAGON: RECTIFIER 


EA 


3 


* 


* 








2 


27 






ASSEMBLY (iRX) MTG, NO. 6-32 






















THD SIZE 






















MS356*9-62 (96906) 


















P 


5310-0*54007 


WASHER. LOCK: RECTIFIER ASSEMBLY 
(1RX) MTG. NO. 6 

MS3533&41 (96906) 


EA 


3 


* 


* 


* 


* 


2 


28 


X20 




RECTIFIER ASSEMBLY 


EA 


1 










2 


29 






2213AO*G01 (08*52) 


















P 




DIODE 


EA 


* 


* 





2 


2 


2 


30 






IN*822 (08*52) 


















X20 




TERMINAL. PUSH IN 
TYPET94 (82893) 


EA 


* 










2 


31 


X20 




PLATE 


EA 


1 










2 


32 






2213A03H01 (08*52) 


















X20 




SPACER, PHENOLIC TUBING: 


EA 


1 










2 


33 






RECTIFIER ASSEMBLY (1RX) MTG 






















*65A288H02 (08*52) 


















P 


5305-98*^21 


SCREW, MACHINE: RECTIFIER 


EA 


1 


* 


* 


* 





2 


3* 






ASSEMBLY (IRX) MTG, NO. 6-32 






















THD SIZE, 1 IN. LG, PAN HEAD 

MS35206-23* (96906) 


















P 


5305-855-097* 


SCREW, SELF-TAPPING: ARMATURE 


EA 


2 


* 











2 


35 






RELAY MTG, NO. 6-32 THD SIZE, 






















5/8 IN. LG, PAN HEAD 
MS2*629-25 (96906) 


















P 


59*5-8*6-0*33 


RELAY: ARMATURE 


EA 


1 


* 


* 


* 


* 


2 


36 






PR11D (773*2) 


















X20 R 


3*314*6-1961 


CONTACTOR ASSEMBLY 


EA 


1 










3 


i 






31D96*9COMBB800 (08*52) 


















P 


5305-068-0511 


SCREW, CAP, HEXAGON HEAD: 
CONTACTOR PANEL MTG, 3/8-16 


EA 


2 


* 


* 


* 


* 


3 


25 






THD SIZE, 1 1/* IN. LG 

MS90728-62 (96906) 


















P 


5310-595-7237 


WASHER, LOCK: CONTACTOR PANEL 
MTG, 3/8 IN., INTERNAL TOOTH 


EA 


2 










* 


26 






M535333-*2 (96906) 


















X20 




FISHPAPER: CONTACTOR MTG PANEL 


EA 


1 










q 


27 






TO CONTROL PANEL 






















**8AO*3H02 (08*52) 


















P 


5306-2264827 


SCREW, CAP, HEXAGON HEAD: 
CONTACTOR MTG, 5/16-18 THD 


EA 


1 


* 


* 


* 


* 


* 


28 






SIZE, 1 IN. LG 






















MS90728-3* (96906) 



















0) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


W 

UNIT 
OF 
MEAS 


(3) 

QTY 
INC 
IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(o) 
1-5 


(b) 
6-20 


(c) 
21-50 


51-100 


(o) 

FIG. 
NO. 


(b) 
ITEM 
NO. 


X20 




BUSHING. INSULATING: CONTACTOR MTG 
2213A87H01 (08*52) 


EA 


2 










3 


29 


P 


5310^09-*085 


WASHER, FLAT: CONTACTOR MTG, 


EA 


2 


* 





* 


. 


3 


30 






7/16 IN. ID 






















M527183-16 (96906) 


















P 


53,0^0-77" 


NUT, PLAIN, HEXAGON: CONTACTOR 
MTG, 5/16-18 THD SIZE 

MS519S7-5 (96906) 


EA 


1 


* 


* 


* 


* 


3 


31 


X20 




NUT, WELL: CONTACTOR MTG, W/ INSERT 


EA 


2 










3 


32 






*19A065H01 (08*52) 


















X20 




PANEL: CONTACTOR MTG 


EA 


1 










3 


33 






637C251H01 (08*52) 


















X20 




FISHPAPER: CONTACTOR FRAME TO 


EA 


1 










3 


3* 






MTG PANEL 






















**8AO*3HOi (08*52) 


















P 


5305-582-5808 


SCREW, MACHINE: LOAD RELAY 


EA 


2 


* 


* 


* 


* 


^ 


1 






ASSEMBLY MTG, NO. 6-32 THD 






















SIZE, 5/8 IN. LG, FILLISTER HEAD 

MS35265-31 (96906) 


















P 


53io-83*-3i56 


NUT, PLAIN, HEXAGON: RELAY ASSEMBLY 
MTG, NO. 6-32 THD SIZE 


EA 


1 


* 


* 


* 


* 


* 


2 






MS356*9-62 (96906) 


















P 


5310-0*5-^007 


WASHER, LOCK: RELAY ASSEMBLY 


EA 


1 


* 


* 


* 


* 


* 


3 






MTG, NO. 6 






















HS35338-*! (96906) 


















P 


59*5-875-7889 


RELAY ASSEMBLY 
320822*001 (08*52) 


EA 


1 


* 


* 


* 


* 


* 


* 


X20 




TERMINAL 


EA 


1 










I 


5 






320B222H02 (08*52) 


















P 


5910-060-3911 


CAPACITOR, ELECTROLYTIC: LOAD 


EA 


1 


* 


* 


* 


* 


* 


6 






RELAY TO GUN RECEPTACLE 






















BR30015 (1*655) 


















P 


5305-5*3-2023 


SCREW, MACHINE: CAPACITOR CLIP 


EA 


1 


* 





* 


* 


* 


7 






MTG, NO. 6-32 THD SIZE, 3/l6 IN. 






















LG, FILLISTER HEAD 






















MS35265-25 (96906) 


















P 


53lo-$3*-3i56 


NUT, PLAIN, HEXAGON: CAPACITOR 


EA 


1 


> 


* 


* 





* 


8 






MTG, NO. 6-32 THD SIZE 






















MS35&9-62 (96906) 


















X20 




CLIP: CAPACITOR MTG 


EA 


1 










4 


9 






UMU6 (56289) 


















M 




HARNESS ASSEMBLY 


EA 


1 


















2212A1*G01 (08*52) 






















MANUFACTURE FROM: 


















P20 




WIRE, 3* FT REQUIRED, 






* 


* 
















P/N 1553 (9219*) 


















P20 




TERMINAL, SPADE, .190 STUD, 






* 








* 










29 EA, P/N 1603091 (88725) 


















P20 




TERMINAL, 2 EA, 






* 





* 













P/N 196A033H05 (08*52) 






















GROUP 02 - WELDING GUN 


















X20 




GUN ASSEMBLY, WELDING 

*83&i28ooi (08*52) 


EA 


1 










5 


1 


P 


5305-582-5807 


SCREW, MACHINE: NO. 6-32 THD SIZE, 


EA 


2 








* 


* 


5 


2 






3/8 IN. LG, FILLISTER HEAD 






















MS35265-28 (96906) 



















(1) 

SMR 

CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(5) 

OTY 
INC 
IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(o) 
1-5 


(b) 
6-20 


(c) 
21-50 


(d) 
51-100 


(a) 

FIG. 
NO. 


(b) 

fTEM 
NO. 


P 


5310-010-3319 


WASHER, LOCK: SHIELD TO BRACKET 


EA 


3 








* 


5 


3 






MTG, .1*1 IN. ID, .253 IN. OD, 














s 


j 






.031 IN. THK 


















P 


5310-082-1*0* 


WASHER, FLAT: SHIELD TO BRACKET 


EA 


3 


* 


* 








5 


* i 






MTG, .156 IN. ID, .375 IN. 00, 






















.0*9 IN THK 


















X20 




BOLT: REEL COVER 


EA 


1 












c 






*19A029H01 (08*52) 
















" 


P 


3*38-675-7652 


COVER, PLASTIC: WIRE REEL 


EA 


i 


^ 


^ 


^ 





5 


6 






637C2*7HOi (08*52) 














j 




P 


5305^-5676 


SCREW. MACHINE: REEL SHAFT MTG, 
5/16-18 THD SIZE, 3/* IN. LG 

M535206-296 (96906) 


EA 


1 


* 


* 


* 


* 


5 


7 


P 


3*314*6-2639 


RINGt REEL COVER BOLT 


EA 


i 


ft 


^ 


1 


1 


^ 


8 






6227-3 (97073) 


















X20 




SHAFT, REEL 


EA 


i 










5 


g 






**8A02*H01 (08*52) 














j 


7 


P 


5310-639-1532 


WASHER, FLAT: REEL SPACER, 


EA 


1 


* 


> 


* 


* 


5 


10 






.313 IN. ID, .875 IN. 00, 
.065 IN. THK 


















X20 




PLUG, SNAP BUTTON 


EA 


i 










5 


11 






652 (83330) 


















P 


5305-855-0972 


SCREW, SELF-TAPPING: BRAKE 


EA 


2 


* 


ft 


* 


* 


5 


12 






SUPPORT MTG, NO, 6-32 THD 






















SIZE, 3/8 IN. LG. PAN HEAD 
MS2*fe9-23 (96906) 


















P 


5310-010-3319 


WASHER, LOCK: BRAKE SUPPORT MTG, 


EA 


2 








* 


* 


5 


13 






.1*1 IN. ID, .253 IN. OD, .031 






















IN. THK 


















P 


5310-082-1*0* 


WASHER, FLATi BRAKE SUPPORT MTG, 


EA 


2 


ft 





ft 





5 


1* 






.156 IN. ID, .375 IN. OD, .0*9 






















IN. THK 


















X20 




SUPPORT, WIRE REEL BRAKE 


EA 


1 










5 


15 






*19A008H01 (06*52) 


















P 


5305-855-0968 


SCREW, SELF-TAPPING: BRAKE TO 


EA 


2 








* 





5 


16 






BRAKE SUPPORT, NO. *-*0 THD 






















SIZE. 1A IN. LG. PAN HEAD 
MS2*629-10 (96906) 


















P 


3*3l-**6-26*3 


BRAKE, REEL 
*19A011H01 (08*52) 


EA 


1 


* 


* 


* 


* 


5 


17 


P 


5325-281-3536 


BUSHING. RUBBER 
282*98 (88725) 


EA 


1 


* 


* 


* 


* 


5 


18 


X20 




SHIELD: REEL COVER 


EA 


1 










5 


19 






3*72D*1G01 (08*52) 


















P 


5305-61*-02*7 


SCREW, MACHINE: BEARING ARM 


EA 


1 


* 


* 


* 





5 


20 






MTG, NO. 10-32 THD SIZE, 






















5/8 IN. LG 


















P 


3*31-875-76** 


SWING ARM ASSEMBLY 

31061*1001 (08*52) 


EA 


1 


* 


* 


* 


* 


5 


21 


P 


3*31-875-76*6 


SCREW, NYLON: IDLER ROLL MTG, 


EA 


1 








* 


2 


5 


22 






NO. 10-32 THD SIZE, 5/8 IN. LG 






















**2A169H01 (06*52) 


















P 


3*314*6-26*1 


WASHER, FIBER: IDLER ROLL MTG 
31081*1HO* (06*52) 


EA 


2 


* 


' * 


2 


2 


5 


23 


P 


3*31-875-76*5 


BEARING, BALL: IDLER ROLL 


EA 


1 











2 


5 


2* 






KP3A (21335) 


















X20 




ARM, BEARING 


EA 


1 










5 


25 






*19A026H02 (08*52) 



















(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

UNI 
OF 
MEA 


(5) 

QTY 
INC 
IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(a) 
1-5 


(b) 
6-20 


(c) 
21-50 


W) 
51-100 


(a) 

FIG 
NO 


(b) 
ITEM 
NO. 


X20 




BOLT, BEARING ARM: WIRE PRESSURE 


E 














26 






ADJUSTING 














* 








*19A025H01 (08*52) 


















P 


3*31-875-76*8 


SPRING: WIRE PRESSURE ADJUSTING 
419A027H01 (08*52) 


EA 


1 


* 


* 


* 


2 


e 


27 


P 


3*3i~**6-2639 


RING: BEARING ARM MTG 


EA 


1 


* 


* 


^ 


^ 


c 


28 






6227-3 (97073) 


















P 


3431-4*6-26*2 


NOZZLE, GAS 

311B703H02 (08*52) 


EA 


1 


* 


1 


1 


3 


c 


29 


P 


3*31-875-7635 


KNOB 
*22A505G01 (08*52) 


EA 


1 


- 


* 


* 


* 


c 


30 


X20 




TUBE, GUN: BARREL HSG 

*53A*83H01 (08*52) 


EA 


1 










c 


31 


P 


3*31-875-7930 


ADAPTER: GUN TUBE TO NOZZLE 

*19A003H01 (08*52) 


EA 


1 


* 


* 


* 


2 


5 


32 


P 


3431-4*6-26** 


TUBE, GUIDE 

306B172H09 (08*52) 


EA 


1 


3 


6 


12 


26 


5 


33 


X20 




BARREL ASSEMBLY. GUN 
*19A002Q02 (06*52) 


EA 


1 










5 


3* 


P 


3*31-875-76*2 


INSULATION: GUN BARREL 
*19A005H02 (08*52) 


EA 


1 


* 


* 


1 


1 


5 


35 


P 


3*31-875-7638 


WASHER: BARREL TO ADAPTER 
*19A006H02 (08*52) 


EA 


1 


* 


* 


* 


* 


5 


36 


P 


3*31-875-7637 


WASHER: BARREL TO BRACKET 


EA 


2 


* 


* 


* 


2 










ASSEMBLY, BARREL TO ADAPTER 

*19A006H01 (08*52) 


















P 


5305-253-3756 


SETSCREW: BARREL ASSEMBLY, 
1/*-20 THD SIZE, V* IN. LG, 


EA 


1 


* 


* 


* 





5 


38 






HALF DOG POINT SOCKET 






















MS5io*i-*9 (96906) 


















X20 




INSULATION 


EA 




















*19A010H01 (08*52) 














5 


39 


X20 




PLUG, PIPE: 1/8 IN. NPT, 


EA 


1 












*o 






HEXAGON SOCKET 














* 








2209A69HOL (08*52) 


















P20 




BEARING, BALL: 5/16 IN. DIA, SS 
*52A108H01 (08452) 


EA 


1 


* 


* 


* 


* 


5 


*1 


P 




SPRING 
*52A106H01 (08*52) 


EA 


1 


* 


* 


* 


2 


5 


42 


P 




RING: GUN BARREL, 11/32 IN. 00. 


EA 


1 


* 


* 


* 


2 


s 


*1 






7/32 IN. ID 














^ 


3 






AN6227B* (880**) 


















X20 




SCREW, MACHINE: NO. 6-32 THD 


EA 


3 












** 






SIZE, 2 5/8 IN. LG, FILLISTER 




j 


















HEAD 






















*52A103H01 (08*52) 


















P 


310-010-3319 


WASHER, LOCK: BRACKET AND 


EA 


3 


* 


* 


^ 


* 




. 






FITTING ASSEMBLY MTG, .1*1 IN. 




J 












' 






ID, .253 IN. OD, .031 IN. THK 


















X20 




PIN: 1 9/16 IN. LG, 1/8 IN. DIA 
*52A107H01 (08*52) 


EA 


1 










5 


46 


P 




BUSHING, NYLON 
2209A70H01 {08*52) 


EA 


1 


2 


2 


* 


8 


5 


7 


P 


310-010-3319 


WASHER, LOCK: BRACKET AND FITTING 


EA 


1 


* 


* 


* 


* 




^ 
" 






ASSEMBLY MTG, .1*1 IN. ID, .253 






















IN. OD, .031 IN. THK 


















P 




BUSHING. NYLON: INLET GUIDE 
2213A42H01 (06*52) 


EA 


1 


2 


2 


* 


8 


5 


50 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(S) 

QTY 
INC 
IN 
UNIT 


15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(a) 
1-5 


(b) 
6-20 


(c) 
21-50 


51-100 


(o) 

FIG. 
NO. 


(b) 
ITEM 
NO. 


X20 




BRACKET AND FITTING ASSEMBLY 

*27c6o5Go8 (08*52) 


EA 


1 










5 


51 


X20 




BRACKET ASSEMBLY 

658c59*ooi (08*52) 


EA 


1 










5 


52 


X20 




FITTING ASSEMBLY 

*27c6o5GO* (08*52) 


EA 


1 










5 


53 


X20 




ELBOW, STREET: 1/8 IN. THD, 


EA 


1 










5 


5* 






*5 DEG, BRASS 
















s* 






12*8 (09505) 


















X20 




FITTING, BRASS 

*19AO*3H01 (08*52) 


EA 


1 










5 


55 


X20 




SEALANT 


EA 


y 


















5*-52 (05972) 


















P 


5310-655-9659 


NUT, HEXAGON: ROLL DRIVE, 


EA 


1 





* 


* 


* 


6 


12 






1/*-20 THD SIZE 


















P C 


5310-010-3319 


WASHER, LOCK: ROLL DRIVE, 1/* IN. 


EA 


1 


* 


* 


* 


* 


6 


13 


P 


5310-595-5*37 


WASHER, FLAT: ROLL DRIVE, .250 IN. 


EA 


1 











* 


6 


1* 






ID, .500 IN. OD, .06* IN. THK 


















P 


3*31-675-7633 


ROLL DRIVE 

*19A009Q01 (08*52) 


EA 


1 


* 


2 


2 


3 


6 


15 


P 




HOSE ASSEMBLY. GAS 

*27C637G13 (08*52) 


EA 


1 





* 


* 


* 


6 


19 


P 


3*31-875-762* 


CABLE ASSEMBLY: CURRENT 
31081*2001 (08*52) 


EA 


1 





* 





* 


6 


20 


P 


3*31-875-76*1 


BOOT: NEOPRENE 

*19AO*6H01 (08*52) 


EA 


1 


* 


* 


* 


* 


6 


21 






GROUP 03 - GAS REGULATOR 


















P 


3*31-509-2562 


REGULATOR: ARGON GAS TWO STAGE W/FLOWMETER 


EA 


1 


* 


# 


^ 





7 


1 






HVTSG2325-973 (63026) 


















XI 




NUTt BODY 


EA 


1 










7 


2 






1001-06 (63026) 














I 




P 


3*3i-*65-88*7 


CUP: THORPE TUBE 


EA 


1 


* 


* 


^ 


^ 


7 


3 






1002-02 (63026) 














i 




P20 


5330-798-3717 


RING: CUP 
1*07-21 (63026) 


EA 


1 


* 


* 


* 





7 


* 


P20 




GASKET: THORPE TUBE, UPPER 


EA 


1 


* 


* 


^ 


* 


7 


5 






1*o8-82 (63026) 














i 


s 


P 


6680-072-6186 


TUBE, THORPE 
1015-08 (63026) 


EA 


1 


* 


* 


* 


* 


7 


6 


X20 




FLOAT 


EA 












7 


7 






1*05-08 (63026) 














( 


1 


X20 




GASKET: THORPE TUBE, LOWER 


EA 


1 










7 


8 






1*08-25 (63026) 














I 




P 


6685-072-618* 


GAGE: BRASS CASE 

i*2*-ooi9 (63026) 


EA 


1 


* 


* 


* 


* 


7 


9 






GROUP 0* - MISCELLANEOUS COMPONENTS 


















X20 




CASE, CARRYING 


EA 


1 










8 








720B083H01 (08*52) 


















X20 


3*31-875-7655 


CABLE ASSEMBLY 

59C1598G13 (08*52) 


EA 


1 










8 


2 



0) 

5MR 
CODE 


tt) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


(4) 

NIT 
OF 
EAS 


(5) 

QTY 

INC 
IN 
UNIT 


30-DAY DS MAINT 
ALLOWANCE 


30-DAY GS MAINT 
ALLOWANCE 


(8) 

YR 
ALW 
PER 
00 
QUIP 
NTGY 


EPOT 

ALW 
PER 
00 
QUIP 


ILLUS- 
TRATION 


-20 


(b) 
1-50 


1-100 


-20 


(b) 
1-50 


(c) 
1-100 


FIG. 
NO. 


w 

TEM 
NO. 






ECTION V - REPAIR PARTS FOR DS, GS AND 






























DEPOT MAINTENANCE 






























3ROUP 01 - CONTROL MONITOR 


























X20 




ONTROL ASSEMBLY: AC 


EA 


1 


















1 


1 






4838126G01 (08*52) 




















1 *% 






P20 




KNOB: WIRE FEED 

2**35 (08*52) 


EA 


1 














10 


15 
oc 


1 


2 


P 


5905-196-2300 


RHEOSTAT: 25 WATT, WIRE FEED 
CONTROL 


EA 


1 












1 


IU 


2 5 


1 








01*9 (**655) 


















t 








P 


5305-855-0971 


SCREW, SELF -TAPPING: CAUTION 
PLATE MTG, NO. 6-32 THD SIZE, 


EA 
















I 




1 








I/* IN, LG 






























MS2*629-21 (96906) 


























X20 




NAME PLATE 


EA 


1 


















1 


5 






199P297H01 (88725) 


























P 


5920-556-01** 


FUSEHOLDCR 
3*200* (75915) 


[A 


3 












1 




9 


1 




P 


5920-280-5062 


FUSE: LINE, 2 AMP 


EA 


2 


3 


6 


12 


3 


6 


12 


1*0 


80 


1 


7 






312002 (75915) 


























P 


5920-1*2-7383 


FUSE: MOTOR, 1 AMP 


EA 


1 


2 


* 


8 


2 


* 


8 


90 


*o 


1 


8 






312001 (75915) 




\. 






















P 


5305-855-0972 


SCREW, SELF -TAPPING: RECEPTACLE 
MTG. NO. 6-32 THD SIZE, 3/8 IN. LG 
MS24629-23 (96906) 


EA 


4 














1 




1 


9 


P 




RECEPTACLE: GUN CONTROL CABLE 


EA 


1 


* 





2 


* 


* 


2 


6 


20 


1 


10 






AN3102A20-17S (880**) 


























P 
P 


*730-oi*-056i 
5935-072-6056 


LOCKNUT, CONDUIT: 1 1/2 IN. 
RECEPTACLE. FEMALE: CURRENT CABLE 

PM*68 (06352) 


EA 


1 
1 


* 


* 


2 


- 


* 


2 


i 
6 


8 


1 
1 


1 1 
12 


P 


5310-5*3-4791 


NUT, PLAIN. HEXAGON: BRASS 

MS35690-411 (96906) 


EA 


1 














1 




1 


13 


P 


5310-209-0786 


WASHER, LOCK: CURRENT CABLE 
RECEPTACLE MTG 


EA 


1 














i 




1 


1 






MS35335-33 (96906) 


























X20 




TERMINAL 


EA 


* 


















1 


15 






196A033H05 (08*52) 


























P 


5930-875-7882 


SWITCH, TOGGLE: CONTROL PANEL 


EA 


1 


* 


2 


2 


* 


2 


2 


12 


20 


1 


16 






LINE 






























3001 (07903) 
























17 


P 


5305-622-9*76 


SCREW, MACHINE: TERMINAL STRIP 
MTG, NO. 8-32 THD SIZE, 5/8 


EA 


-* 














1 






7 






IN. LG, FILLISTER HEAD 






























MS35265-*6 (96906) 


























P 


5310-012-0622 


NUT, PLAIN, HEXAGON: TERMINAL 


EA 












* 


* 


1 





1 


18 


j 














STRIP MTG, CABLE CLAMP MTG, 






























NO. 8-32 THD SIZE 






























MS356*9-82 (96906) 






















i 


1Q 


P 


5310-0*5-3299 


WASHER, LOCK: TERMINAL STRIP 
MTG, NO. 8 


EA 


) 


















1 


'7 


Pft 


COA\K 99 okfA 


MS35338-*2 (96906) 

e/prU MAfUIMP* TrDlyll MA 1 <tTD 1 P 


C A 


















* 




20 





.DjUy Occ-*^ fO 


dvKLW, NAVJ1INC.: ILNMINAL OlKIr 

GROUNDING, CABLE CLAMP MTG, 


LA 




























NO. 8-32 THD SIZE. 1 IN. LG 

MS35265-*9 (96906) 


























P 


3*31-858-3080 


TERMINAL STRIP 
210 (08*52) 


EA 






* 


t 








c 


5 




21 



10 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(3) 

QTY 
INC 
IN 
UNIT 


(*) 

30-DAY DS MAINT 
ALLOWANCE 


(7) 

30-DAY OS MAINT 
ALLOWANCE 


(8) 

1-YR 
ALW 
PER 
100 
EQUIP 
CNTGY 


(9) 

DEPOT 
MAINT 
ALW 
PER 
100 
EQUIP 


(10) 

ILLUS- 
TRATION 


1-20 


(b) 
21-50 


(c) 
51-100 


1-20 


(b) 
21-50 


(c) 
51-100 


FIG. 
NO. 


(b) 

ITEM 
NO. 


P 


5310-559-0070 


WASHER, LOCK: TERMINAL STRIP 






























MTG, INTERNAL TOOTH 




1 














1 


* 


1 


22 






MS35333-36 (96906) 


























X20 




CLAMP, CABLE 


EA 


k. 


























1761*53 (66725) 






















1 


23 \ 


X20 




STRIP, MARKING 


EA 


j 




















ok 






2213A83H01 (08*52) 






















1 


24 


P 


5905-675-7690 


RESISTOR: LOAD RELAY TO CONTROL 
RHEOSTAT, 10 WATT, 5 OHM 


EA 


1 


* 


2 


2 





2 


2 


12 


20 


1 


25 






PR10F (12697) 


























X20 




TERMINAL: LOAD RELAY RESISTOR 
1*56309 (86725) 


EA 


1 


















1 


26 


X20 




RELIEF, STRAIN: LINE CABLE 


EA 


1 




















o*7 






ASSEMBLY 
























27 






SR6P1 (28520) 


























P 




CABLE ASSEMBLY, CURRENT 
59C1596G13 (08*52) 


EA 


1 





* 


2 





* 


2 


10 


15 


1 


28 


X20 




CABLE, WELDING 

59C1596H19 (08*52) 


EA 


1 


















1 


29 


X20 




TERMINAL 


EA 




























1603078 (88725) 






















1 


30 


X20 




RELIEF, STRAINS GROUND CABLE 


EA 


1 


















1 


01 






ASSEMBLY 
























J 1 






SR2M1 (28520) 


























P 


3*31-675-7657 


CABLE ASSEMBLY: GROUND 
*32C52*G10 (08*52) 


EA 


1 





* 


2 


* 


* 


2 


10 


15 


1 


32 


X20 




CABLE, SINGLE CONDUCTOR 


EA 


1 


















4 


00 






432C524H19 (08*52) 






















1 


JJ 


X20 




TERMINAL 


EA 


1 




















ok 






17977*6 (88725) 






















1 


3* 


X2O 




RELIEF, STRAIN: CURRENT CABLE 


EA 


1 


















1 









ASSEMBLY 






















1 


35 






SR8P1 (28520) 


























P 


3*31-675-7656 


CABLE ASSEMBLY, LINE 

*35C512QO* (08*52) 


EA 


1 


- 


* 


1 


* 


* 


1 


12 


15 


1 


36 


P 


5305-655-0972 


SCREW, SELF-TAPPING: BASE AND 


f A 


19 


























BACK PLATE MTG, NO. 6-32 THO 


LA 


Ic. 














1 


* 


1 


37 






SIZE. 3/8 IN. LG 
M52*fe9-23 (96906) 


























X20 




PANEL, CABINET 

827D037H05 (08*52) 


EA 


1 


















1 


36 


X20 




BASE, CABINET 


EA 




























827D037H16 (88725) 






















1 


39 


X20 




INCLOSURE 
3*72032001 (08*52) 


EA 


1 


















1 


*o 


X20 




FASTENER 


EA 


1 




















kt 






AJ5-*o (7279*) 






















1 


41 


X20 




GROMNET 


EA 






















ko 






JH5 (7279*) 






















1 


42 


X20 




GASKET: CONTROL ASSEMBLY DOOR 

**7910P (88725) 


EA 


1 


















1 


3 


X20 




CABINET 


EA 






















lit 






3*72D32H01 (08*52) 






















1 


44 


P 


5305-655-0972 


SCREW, SELF -TAPPING] PANEL 






























ASSEMBLY MTG. UPPER, NO. 6-32 
THO SIZE, 3/8 IN. LG 


















1 


* 


2 


1 






MS2*629-23 (96906) 



























0) 


(2) 


(3) 


(4) 
















FEDERAL 


DESCRIPTION 






30-DAY OS MAINT 
ALLOWANCE 


30-DAY OS MAINT 
ALLOWANCE 


-YR 

ALW 


EPOT 
AINT 


ILLUS- 
TRATION 


SMR 








QTY 


() 


(b) 










PER 


ALW 


) 


bj 


CODE 


STOCK 


USABLE 


NIT 


NC 














00 


PER 








NUMBER 


ON 


OF 


IN 














QUIP 


00 


1C. 


TEM 






REF NUMBER & MFR CODE CODE 


EAS 


NIT 


-20 


1-50 


1-100 


-20 


1-50 


1-100 


NTCY 


QUIP 


NO. 


NO. 


P 


5305-582-5807 


SCREW, MACHINES PANEL ASSEMBLY 
MTG, LOWER, NO. 6-32 THO SIZE, 


EA 


5 














1 


- 


2 


2 


















3/8 IN. LG 






























M535265-28 (96906) 


























P 


53io-83*-3!56 


NUT, PLAIN, HEXAGONS PANEL 
ASSEMBLY. NO. 6-12 THO SIZE 


EA 


2 














1 












M535&9-62 (96906) 




V 






















P 


53io-o*5-*oo7 


WASHER, LOCKs PANEL MTG, NO. 6 

M535338-*i (96906) 


EA 


4 














1 








X20 




PANEL ASSEMBLY 


EA 


1 


















2 


5 






221C652G01 (08*52) 


























P 


5305-5*3-2665 


SCREW, MACHINE, FILLISTER HEAD: 
ARMATURE RESISTOR MTG, 1/*-20 


[A 


2 














1 












THO SIZE, .37 IN. LG 






























MS35265-77 (9^906) 


























P 


5310-761-6882 


NUT, PLAIN, HEXAGONS ARMATURE 
RESISTOR MTG, 1/*-20 THO SIZE 


IA 


2 














1 












M551967-2 (96906) 


























P 


5310-582-5965 


WASHER, LOCKs ARMATURE RESISTOR 
MTG, 1/* IN. 

W5353*-** (96906) 


EA 


2 














1 




2 




P 


5905-875-7886 


RESISTORS ARMATURE RELAY TO 


EA 


1 


* 


2 


2 





2 


2 


12 


20 


2 


9 






LOAD RELAY, 2J OHM, 25 WATT 
TYPE6-1-2E (750*2) 


























P 


5305-069-5122 


SCREW, MACHINE, FILLISTER HEAOs 
CONTROL PANEL RESISTOR (*R) 


EA 


1 














1 




2 


10 






MTG, NO. 8-32 THO SIZE, 2 1/2 






























IN. LG 






























MS35265-55 (96906) 


























P 


5310-012-0622 


NUT, PLAIN, HEXAGON: CONTROL 
PANEL RESISTOR (*) MTG, 


IA 


1 














1 






1 1 






NO. 8-32 THO SIZE 






























M5356*9-& (96906) 


























P 


5310-0*5-3299 


WASHER, LOCKs CONTROL PANEL 
RESISTOR (*R) MTG, NO. 8 


EA 


1 














1 






12 






MS35338-*2 (96906) 
























1 o 


P 


5310-809-85** 


WASHER, PL AT i CONTROL PANEL 
RESISTOR (*R) MTG, NO. 8 


[A 


1 














1 






13 






HS27183-7 (96906) 


























X20 




WASHER, CORKs CONTROL PANEL 


EA 


2 


















2 


1* 






RESISTOR (*R) MTG 






























72*9-8 (08*52) 


























P 


5905-675-7687 


RESISTORS CONTROL PANEL 


EA 


1 





2 


2 


m 


2 


2 


12 


20 


2 


15 


p 




VPR20HIK (12697) 






























RESISTOR (2R) MTG, NO. 6-32 
THD SIZE, 3/8 IN. LG, PAN HEAD 


















1 












MS2*629-23 (96906) 


























PO 


5905-675-7683 


RESISTOR, ADJUSTABLE* MOTOR 


EA 


1 





2 


2 


* 


2 


2 


12 


20 


2 


17 






VOLTAGE SUPPLY, 250 OHMS, 






























25 WATTS 






























TYPE20ATYPEO (750*2) 


























PO 


5910-675-1688 


CAPACITORS 600V. DC (*C,K) 
73*7306(56269} 


EA 


2 


2 


2 


* 


2 


2 


* 


*8 


*0 


2 


18 


X20 




TERMINAL, SPADCs CAPACITOR 


EA 


t 


















2 


19 


PA 




MOUNTING (3C.*C AND 5C) 
1797751 (88725) 

tt/Qr\J 'APOIhtf* TUDTAA flfTTIkl/*. 
























Of 







SCREW, TArPING, IraltAD CUTTINGS 

RELAY MTG, NO. 6-32 THO SIZE, 


EA 


* 














1 




t 


C\J 






5/8 IN. LG 

MS2*629-25 (96906) 



























12 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODC 


4) 

NIT 
OF 
EAS 


5) 

QTY 
NC 
IN 
NIT 


(6) 

30-DAY DS MAINT 
ALLOWANCE 


3 0-0 AY CS MAINT 
ALLOWANCE 


l-YR 
ALW 
PER 
100 
QUIP 

:NTCY E 


DEPOT 
MAINT . 
ALW 
PER 
100 
QUIP 


ILLUS- 
TRATION 


20 


b) 
1-50 


e) 
.100 


(a) 
1-20 


b) 
50 


l 

51-100 ( 


FIG. 
NO. 


(b) 

TEM 
NO. 


P 


59*5-875-788H 


RELAY 


A 


1 


^ 


^ 


2 








2 


6 


10 


2 


21 






PR1D (773*2) 


























P 


5910-8*5-7*00 


CAPACITORS *OOV, DC, STANDOFF 


A 


1 


2 


2 


3 


2 


2 


3 


30 


-20 


2 


22 






INSULATOR TO ARMATURE RELAY 






























PJ*PI (93790) 


























P 


53io-oi3-*530 


NUT, PLAIN, HEXAGONs STANDOFF 


EA 


1 


REF 


EF 


REF 


REF 


REF 


REF 


REF 


REF 


2 


23 






INSULATOR. NO. 6-32 THD SIZE 

MS356*9-62 (96906) 


























P 


53io-o*5-*oo7 


WASHER, LOCK: STANDOFF INSULATOR, 
NO. 6 


EA 


1 


REF 


REF 


REF 


REF 


REF 


REF 


REF 


REF 


2 


2* 






MS27183-6 (96906) 
























oe 


P 


5310-082-1*0* 


WASHER, FLATs CAPACITOR MTG, 
NO. 6, (JC) 

M527183-6 (96906) 


LA 


1 














1 






25 


X20 




INSULATOR, STANDOFFS CAPACITOR 


EA 


1 


















2 


26 






MOUNTING (5C) 






























1581 (71279) 
























97 


P 


5310-013-*530 


NUT, PLAIN, HEXAGONs RECTIFIER 
ASSEMBLY (1RX) MTG, NO. 6-32 


EA 


3 














1 






2 7 






THD SIZE 






























MS356*9-62 (96906) 
























2& 


P 


5310-0*5-*007 


WASHER. LOCKs RECTIFIER ASSEMBLY 
(1RX) MTG, NO. 6 

MS35336 J n (96906) 


EA 
















1 






CO 


X20 




RECTIFIER ASSEMBLY 


EA 


! 


















2 


29 






2213AO*G01 (08*52) 


























P 




DIODE 


EA 


\ 


t 


2 


3 


2 


2 


3 


30 


*0 


2 


30 






IN*822 (08*52) 


























X20 




TERMINAL. PUSH IN 
TYPET9-* (82893) 


EA 


* 


















2 


31 


X20 




PLATE 


EA 




















2 


32 






2213A03H01 (08*52) 


























X20 




SPACER, PHENOLIC TUBING: 


EA 




















2 


33 






. RECTIFIER ASSEMBLY (1RX) MTG 






























*65A288H02 (08*52) 


























P 


5305-98* -6221 


SCREW, MACHINES RECTIFIER 
ASSEMBLY (1RX) MTG, NO. 6-32 


EA 
















1 












THD SIZE. 1 IN. LG, PAN HEAD 

MS35206-23* (96906) 
























JC 


P 


5305-855-097* 


SCREW, SELF -TAPPINGs ARMATURE 
RELAY MTG, NO. 6-32 THD SIZE, 


EA 
















1 






35 






5/8 IN. LG, PAN HEAD 
MS2*629-25 (96906) 


























P 


59*5-8*6-0*33 


RELAY i ARMATURE 


EA 






* 


2 


* 


* 


2 


6 


10 


2 


36 






PR 110 (773*2) 


























X20 R 


3*3i-**6-l96i 


CONTACTOR ASSEMBLY 
31D96*9COMBBBOO (08*52) 


EA 




















3 




X2F 


5305-639-*868 


SCREW, MACHINES LEAD ATTACHING, 


EA 




















3 


4 






NO. 10-32 THD SIZE, I/* IN. 






























LG, BRASS 


























P F 


5310-576-5752 


WASHER, LOCKs LEAD MTG, .200 
IN. ID, .373 IN. OD, .023 IN. 


EA 
















i 












THK, INTERNAL TOOTH 






























MS35333-39 (96906) 


























XI 




BOX ASSEMBLY: ARC, 100 AMP 


EA 




















3 


* 






1*90517 (08*52) 


























X2F 


5305-286-1*9* 


SCREW, MACHINES ARMATURE 


EA 




















3 








PLATE MTG, 1/*-20 THD SIZE, 






























1/2 IN. LG 






























10318* (08*52) 



























(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE COOE 


(4) 

UNIT 
OF 
MEAS 


(5) 

QTY 
INC 
IN 
UNIT 


(6) 

30-DAY DS MAINT 
ALLOWANCE 


(7) 

30-DAY GS MAINT 
ALLOWANCE 


(8) 

1-YR 
ALW 
PER 
100 
EQUIP 
CNTGY 


(9) 

DEPOT 
MAINT 
ALW 
PER 
100 
EQUIP 


(10) 

ILLUS- 
TRATION 


(o) 
1-20 


(b) 
21-50 


(c) 
51-100 


1-20 


(b) 
21-50 


(e) 
51-100 


(o) 

FIG. 
NO. 


(b) 

ITEM 
NO. 


Pf 


t;o 1 A K&9 CAC 




























r 


5310-502-5965 


WASHER, LOCK: CONTACT PLATE 
MTG, .255 IN. ID, .*93 IN. 


EA 


1 














1 


* 


3 








00, .062 IN. THK 






























MS35338-** (96906) 


























P F 


5310 23 


WASHER, FLAT: CONTACT MTG, 
.255 IN. ID, .500 IN. OD, 
.04J IN. THK 


EA 


1 














1 


* 


3 


7 






MS27183-9 (96906) 


























P F 


53*0-* 17-8878 


SPRING, KICKOUT 


EA 


2 


2 


2 


3 


2 


2 


3 


30 


20 


3 


8 






1289**1 (08*52) 


























XI 




PLATE, ARMATURE 
12573** (08*52) 


EA 


1 


















3 


9 


P F 


53*0-512-9*03 


SPRING, CONTACT 
1*90698 (08*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


6 


10 


3 


10 


P F 


6110-525-3067 


CONTACT, MOVING: 100 AMP 
1*90515 (08*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


6 


10 


3 


11 


X2F 


5305-639-^5 


SCREW, MACHINE: CONTACT MTG, 


EA 


2 


















3 


12 






1/*-28 THD SIZE, 3/8 IN. LG 




























R"3 1 A Kfto cnc 


1355076 (08*52) 


























P F 


5310-502-5965 


WASHER, LOCK: CONTACT MTG, 
.255 IN. ID, .*93 IN. 00, 


EA 


1 














1 




3 


13 






.062 IN. THK 


























P c 


tfi iA_Aoo_Aftf\k 


MS35338-** (96906) 
























,\. 


F 


53 1 0-O23 -OOO4 


WASHER, FLAT: CONTACT PLATE 
MTG, .255 IN. ID, .500 IN. 


EA 


1 














i 


* 


3 


14 






OD, .0*9 IN. THK 






























"527183-9 (96906) 


























P F 


6110-525-3068 


CONTACT, STATIONARY: 100 AMP 
1*90516 (08*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


6 


10 


3 


15 


X2F 


5305-017-7355 


SCREW, MACHINE: COIL MTG, 


EA 


1 


















3 


16 






1/4-20 THD SIZE, 1/2 IN. LG 


























P F 


5310.550-1130 


WASHER, LOCK: COIL MTG, .262 
IN. ID, .469 IN. OD, .025 IN. 


EA 


1 














1 




3 


17 






THK, INTERNAL TOOTH 


























Pf 


R*i 1 f\ 1 "7 r\~i&.. 


MS35333-40 (96906) 
























,o 


r 


53 i o- i 07-0706 


WASHER. FLAT: I/* IN. ID, 
1 1/0 IN. 00, .063 IN. THK 


EA 


1 














i 




3 


10 


P F 


5950-779-7302 


COIL: BLACK. NO. 2, COMBINATION B 
1*906*0 (08*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


6 


10 


3 


19 


X2F 




WASHER: COIL RETAINING 


EA 


1 


















3 


20 






1*86999 (08*52) 


























X1 




TERMINAL: FRONT 


EA 


2 


















3 


21 






13B5866Q02 (08*52) 


























X2F 


5305-013-212* 


SCREW, MACHINE: CONTACT TO 


EA 


2 


















3 


22 






MTG PLATE, NO. 10-32 THD 


























Pf 


K4 1 A_/^k K tOOO 


SIZE, 3/* IN. LG 


























F 


5310-045-3299 


WASHER, LOCK: CONTACTOR MTG, 
.168 IN. ID, .296 IN. OD, 


EA 


2 














i 




3 


23 






.0*0 IN. THK 


























Pf 


com i^*7__y\^g 


"S35338-*2 (#906) 
























ok 


r 


53 i o- i 07-0765 


WASHER, FLAT: CONTACTOR MTG, 
.19* IN. ID, 7/8 IN. 00, 
1/16 IN. THK 


EA 


2 














1 




3 


24 


P 


5305-068-0511 


SCREW, CAP, HEXAGON HEAD: 


EA 


2 





* 


* 





* 





1 


* 


3 


25 






CONTACTOR PANEL MTG, 3/8-16 






























THD SIZE. 1 1/4 IN. LG 

MS90728-62 (96906) 
























-s 


P 


5310-595-7237 


WASHER, LOCK: CONTACTOR PANEL 
MTG, 3/8 IN., INTERNAL TOOTH 


EA 


2 














i 




3 


26 






*535333-*2 (96906) 



























0) 


(2) 


(3) 


(4) 


(S) 


(6) 








(tO) 




FEDERAL 


DESCRIPTION 






30- DAY DS MAINT 
ALLOWANCE 


30-DAY CS MAINT 
ALLOWANCE 


-YR 

LW 


EPOT 
AINT 


ILLUS- 
TRATION 


SMR 


STOCK 






QTY 


(c) 


00 


(c) 


() 


(W 


(e) 


ER 


ALW 


) 


fa) 


CODE 


NUMBER 


USABLE 
ON 


NIT 
OF 


INC 
IN 














00 
QUIP 


PER 
100 


FIG. 


TEM 






REF NUMBER & MFR CODE CODE 


MEAS 


UNIT 


.20 


1-50 


1.100 


JO 


1-50 


1-100 


NTCY 


QUIP 


NO. 


NO. 


X20 




FISHPAPER: CONTACTOR MTG PANEL 


EA 


1 


















3 


27 






TO CONTROL PANEL 






























448A043H02 (08452) 


























P 


5306-226-4827 


SCREW, CAP, HEXAQON HEAD: 
CONTACTOR MTG, 5/16-18 THD 


EA 


1 














1 




3 


28 






SIZE, 1 IN. LG 






























MS90728-34 (96906) 


























X20 




BUSHING. INSULATING: CONTACTOR MTG 
2213A87H01 (08452) 


EA 


2 


















3 


29 


P 


5310-809-4085 


WASHER, FLAT: CONTACTOR MTG, 
7/16 IN. ID 


EA 
















1 




3 


30 






M527183-16 (96906) 


























P 


5310-880-7744 


NUT, PLAIN. HEXAQON: CONTACTOR 
MTG, 5/16-18 THD SIZE 


EA 


1 














1 




3 


31 






MS51967-5 (96906) 


























X20 




NUT, WELL: CONTACTOR MTG, W/INSERT 
419A065H01 (08452) 


EA 


2 


















3 


32 


X20 




PANEL: CONTACTOR MTG 


EA 


! 


















3 


33 






637C251H01 (08452) 


























X20 




FISHPAPERt CONTACTOR FRAME TO 


EA 


1 


















3 


34 






MTG PANEL 






























448Ao4?<oi (08452) 






















V 




P 


5305-582-5808 


SCREW, MACHINE: LOAD RELAY 
ASSEMBLY MTG, NO. 6-32 THD 


EA 
















1 




4 


l 






SIZE, 5/8 IN. LG, FILLISTER HEAD 






























MS35265-31 (96906) 


























P 


5310-834-3156 


NUT, PLAIN, HEXAQON: RELAY ASSEMBLY 
MTG, NO. 6-32 THD SIZE 

MS35649-62 {96906) 


EA 
















1 






2 


P 


5310-045-4007 


WASHER, LOCK: RELAY ASSEMBLY 
MTG, NO. 6 


EA 
















1 






3 






M535338-41 (96906) 


























P 


5945-875-7889 


RELAY ASSEMBLY 


EA 


1 





* 


1 





* 


1 


9 


15 


4 


4 






320B224G01 (08452) 


























X20 




TERMINAL 


EA 


1 


















4 


5 






320B222H02 (08452) 


















f 








P 


5910-060-391 1 


CAPACITOR, ELECTROLYTIC: LOAD 
RELAY TO GUN RECEPTACLE 


EA 
















b 


20 










BR30015 (14655) 






















V 




P 


5305-543-2023 


SCREW, MACHINE: CAPACITOR CLIP 
MTG, NO. 6-32 THD SIZE, 3/l6 IN. 


EA 
















1 




^ 


7 






LG, FILLISTER HEAD 
MS35265-25 (96906) 


























P 


5310-834-3156 


NUT, PLAIN, HEXAGON: CAPACITOR 
MTG, NO. 6-32 THD SIZE 


EA 
















1 












M535649-62 {96906) 


























X20 




CLIPs CAPACITOR MTG 


EA 




















4 


9 






UMC16 (56289) 


























M 




HARNESS ASSEMBLY 


EA 




























2212A14Q01 (06452) 






























MANUFACTURE FROM: 






























WIRE, 34 FT REQUIRED, 

P/N 1553 (9219*) 


























P20 




TERMINAL, SPADE, .190 STUD, 












* 


41 


* 

















29 EA, P/N. 1603091 (88725) 


























P20 




TERMINAL, 2 EA, 












* 





* 


* 














P/N 196A033H05 (08452) 



























(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(5) 

QTY 
INC 
IN 
UNIT 


(6) 

30-DAY DS MAINT 
ALLOWANCE 


(7) 

30-DAY CS MAINT 
ALLOWANCE 


(8) 

1-YR 
ALW 
PER 
100 
EQUIP 
CNTGY 


() 

DEPOT 
MAINT 
ALW 
PER 
100 
EQUIP 


(10) 

ILLUS- 
TRATION 


(} 
1-20 


(b) 
21-50 


(e) 
51-100 


(a) 
1-20 


(b) 
21-50 


(c) 
51-100 


(-) 

FIG. 
NO. 


(b) 

ITEM 
NO. 






GROUP 02 - WELD IMG GUN 


























X20 




GUN ASSEMBLY, WELDING 


EA 


1 


















5 


1 


Pf. 


C^AC cAo KArt*7 


*83B128Q01 (08*52) 


FA 


9 


















s 




Q 


5305-502-5007 


SCREW, MACHINE! N0 6-32 THO 
SIZE, 3/8 IN. LG, FILLISTER HEAD 

MS35265-28 (96906) 


LA 

















1 




5 


2 


P 


5310-010-3319 


WASHER, LOCK: SHIELD TO BRACKET 
MTG, .1*1 IN. ID, .253 IN. 00, 


EA 


3 














1 


* 


5 


3 






.031 IN. THK 
























V 


P 


53' 0-062 -1*0* 


WASHER, FLATi SHIELD TO BRACKET 
MTG, .156 IN. ID, .375 IN. OD, 


EA 


3 














1 





5 


4 






.0*9 IN THK 


























X20 




BOLT: REEL COVER 


EA 


1 


















5 


5 






*i9Ace$Hoi (08*52) 


























P 


3*38-875-7*52 


COVER, PLASTIC: WIRE REEL 

637C2*7HOi (08*52) 


EA 


1 








2 








2 


6 


15 


5 


6 


P 


5305-98^-5676 


SCREW. MACHINE: REEL SHAFT MTG, 
5/16-18 THD SIZE, 3/* IN. LG 

MS35206-296 (96906) 


EA 


1 














1 




5 


7 


P 


3*3i-**6-2639 


RING: REEL COVER BOLT 


EA 


i 


1 


1 


3 


1 


1 


3 


30 


50 


5 


8 






6227-3 (97073) 


























X20 




SHAFT, REEL 


EA 


1 


















5 


9 






**8A02*H01 (08*52) 


























P 


5310-639-1532 


WASHER, FLAT: REEL SPACER, 
.313 IN. ID, .875 IN. 00, 


EA 


i 














1 




5 


10 






.065 IN. THK 


























X20 




PLUG, SNAP BUTTON 


EA 


1 


















5 


11 






652 (83330) 


























P 


5305-855-097 2 


SCREW, SELF-TAPPING: BRAKE 
SUPPORT MTG, NO. 6-32 THD 


EA 


2 














1 




5 


12 






SIZE, 3/8 IN. LG, PAN HEAD 
M52*629-23 (96906) 


























P 


5310-010-3319 


WASHER, LOCK: BRAKE SUPPORT MTG, 
.1*1 IN. ID, .253 IN. 00, .031 


EA 


2 














1 




5 


13 






IN. THK 
























ik 


P 


5310-082-1*0* 


WASHER, FLAT: BRAKE SUPPORT MTG, 
.156 IN. ID, .375 IN. OD, .0*9 


EA 


2 














i 




5 


H 






IN. THK 


























X20 




SUPPORT, WIRE REEL BRAKE 


EA 


1 


















5 


15 






*1$A008H01 (08*52) 

























i 


P 


5305-855-0968 


SCREW, SELF -TAPPING: BRAKE TO 
BRAKE SUPPORT, NO. *-*0 THD 


EA 


2 














1 




5 


lo 






SIZE, I/* IN. LG, PAN HEAD 
M52*&9-10 (96906) 


























P 


3*31-**6-26*3 


BRAKE, REEL 
*19A011H01 (08*52) 


EA 


1 








2 


. 





2 


9 


15 

kft 


5 


17 

iA 


P 


5325-281 -3536 


BUSHING. RUBBER 
282*5* (88725) 


EA 


1 
















IV 




10 


X20 




SHIELD: REEL COVER 


EA 


1 


















5 


19 






3*72D*1G01 (08*52) 




















& 




on 


P 


5305-61* -02* 7 


SCREW, MACHINE: BEARING ARM 
MTG, NO. 10-32 THD SIZE, 


EA 


1 














i 






C\J 






5/8 IN. LG 


















V 


^c 




O 1 


P 


3*31-875-7^ 


SWING ARM ASSEMBLY 
310B1*1G01 (08*52) 


EA 


1 














* 


25 




1 


P 


3*31-875-76*6 


SCREW, NYLON: IDLER ROLL MTG, 


EA 


1 





2 


2 


* 


2 


2 


15 


30 


5 


22 






NO. 10-32 THD SIZE, 5/8 IN. LG 






























**2Al69H01 (08*52) 



























16 



(1) 


(2) 


(3) 


















FEDERAL 


DESCRIPTION 






30-DAY DS MAI NT 
ALLOWANCE 


30-DAY GS MAINT 
ALLOWANCE 


-YR 

ALW 


EPOT 


ILLUS- 
TRATION 


SMR 








QTY 


(o) 


(b) 


(c) 


(o) 


(M 


() 


PER 


ALW 


() 


(b) 


CODE 


NUMBER 


USABLE 
ON 


UNIT 
OF 


INC 
IN 














00 
QUIP 


PER 
100 


FIG. 


TEM 






REF NUMBER & MFR CODE COOK 


MEA3 


UNIT 


-20 


21-50 


1-100 


1-20 


1-50 


MOO 


NTGY 


QUIP 


NO. 


NO. 


P 


3*31-**6-26*1 


WASHER, FIBER: IDLER ROLL MTG 
310B1*1HO* (08*52) 


EA 


2 


2 


2 


3 


2 


2 


3 


*0 


80 


5 


23 


P 


3*31-875-76*5 


BEARING, BALL: IDLER ROLL 
KP3A (21335) 


EA 


1 


* 


2 


2 


* 


2 


2 


20 


*0 


.5 


2* 


X20 




ARM, BEARING 


EA 


1 


















5 


25 






*i9A026Hoe (06*52) 


























X20 




BOLT, BEARING ARM: WIRE PRESSURE 


EA 


1 


















5 


26 






ADJUSTING 






























*19A025H01 (08*52) 


























P 


3*31-875-76*8 


SPRING: WIRE PRESSURE ADJUSTING 
*19A027H01 (08*52) 


EA 


1 


* 


2 


2 


* 


2 


2 


20 


30 


5 


27 

4ft 


P 


3*31-**6-2639 


RING: BEARING ARM MTG 
6227-3 (97073) 


EA 


1 




















20 


P 


3*314*6-26*2 


NOZZLE, GAS 

311B703H02 (08*52) 


EA 


1 


2 


3 


5 


2 


3 


5 


60 


95 


5 


29 


P 


3*31-875-7635 


KNOB 
*22A505G01 (08*52) 


EA 


1 














2 


10 


5 


30 


X20 




TUBE, GUN: BARREL HSG 


EA 


1 


















5 


31 






*53A*83HOi (08*52) 


























P 


3*31-875-7930 


ADAPTER: GUN TUBE TO .NOZZLE 

*19A003H01 (08*52) 


EA 


1 


* 


2 


2 


* 


2 


2 


15 


25 


5 


32 


P 


3*314*6-26** 


TUBE. GUIDE 
306B172H09 (08*52) 


EA 


1 


12 


26 


50 


12 


26 


50 


600 


100 


5 


33 


X20 




BARREL ASSEMBLY. GUN 
*19A002G02 (06*52) 


EA 


1 


















5 


3* 


P 


3*31-875-76*2 


INSULATION i GUN BARREL 
*19A005H02 (06*52) 


EA 


1 


1 


1 


3 


1 


1 


3 


30 


6 


5 


35 


P 


3*31-875-7638 


WASHER: BARREL TO ADAPTER 
*19A006H02 (06*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


7 


15 


5 


36 


P 


3*31-875-7637 


WASHER: BARREL TO BRACKET 


EA 


i 


* 


2 


2 


* 


2 


2 


15 


35 


5 


37 






ASSEMBLY, BARREL TO ADAPTER 






























*i9Aoo6HOi (06*52) 






















c 




P 


5305-253-3756 


SETSCREW: BARREL ASSEMBLY, 
1/*-20 THD SIZE, I/* IN. LG, 


EA 
















i 












HALF DOG POINT SOCKET 






























MS5io*i49 (96906) 


























X20 




INSULATION 


EA 


} 


















C 


39 






*19A010H01 (06*52) 


























X20 




PLUG, PIPE: 1/8 IN. NPT, 


EA 


t 


















5 


*o 






HEXAGON SOCKET 






























2209A69HOL (06*52) 


























P20 




BEARING, BALL: *j/l6 IN. DIA, SS 


EA 
















5 


5 


C 


*1 


















*52A108H01 (08*52) 


























P 




SPRING 


EA 







2 


2 





t 


2 


15 


30 


C 


*2 






*52A106H01 (06*52) 


























P 




RING: GUN BARREL, 11/32 IN. 00, 


EA 







2 


2 


* 


2 


2 


15 


100 


C 


*: 






7/32 IN. ID 






























AM&27B* (660**) 


























X20 




SCREW, MACHINE! NO. 6-32 THD 


EA 


3 


















5 


*l 






SIZE, 2 5/6 IN. LG, FILLISTER 






























HEAD 






























*52A103H01 (06*52) 


























P 


5310-010-3319 


WASHER, LOCK: BRACKET AND 


EA 


3 














i 


* 


C 


* 


















FITTING ASSEMBLY MTG, .1*1 IN. 






























ID, .253 IN. 00, .031 IN. THK 


























X20 




PIN: 1 9/16 IN. LG, 1/6 IN. DIA 
*52A107H01 (06*52) 


EA 




















1 


* 



(1) 

SMR 
COOK 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


M 

UNIT 
OP 

MEAS 


(S) 

QTY 
INC 
IN 
UNIT 


(4) 

30-DAY DS MAINT 
ALLOWANCE 


(7) 

30-DAY CS MAINT 
ALLOWANCE 


C8) 

1-YR 
ALW 
PER 
100 
EQUIP 
CNTGY 


(9) 
DEPOT 

ALW 
PER 
100 
EQUIP 


(10) 

ILLUS- 
TRATION 


() 
1-20 


W 

21-50 


(e) 
51-100 


() 
L20 


(b) 
21-50 


() 

51-100 


() 

FIG. 
NO. 


(b) 

TEM 
NO. 


P 




BUSHING, NYLON 


EA 


1 


* 


8 


17 


* 


8 


17 


200 


90 


5 


*7 




C^AC ik _!** 


2209A70H01 (OB)l52) 
























Itfi 


P F 


53D5*oi*-02oo 


SCREW, MACHINE} NO* 6*32 THD 
SIZE. 7/8 IN. LG, FILLISTER 


A 


1 














1 




5 


48 






HEAD 






























WS35265-33 (96906) 
























V 


P 


5310-010-3319 


WASHER, LOCKs BRACKET AND FITTING 
ASSEMBLY MTG, .1*1 IN. 30, .253 


EA 


1 














1 


41 


5 


*9 






IN. 00, .031 IN. THK 


























P 




BUSHING. NYLONi INLET GUIDE 
22I3A42H01 (08*52) 


EA 


1 


* 


8 


17 


* 


8 


17 


200 


90 


5 


50 


X20 




BRACKET AND FITTING ASSEMBLY 


EA 


1 


















5 


51 






*27c6o5<8 (08*52) 


























X20 




BRACKET ASSEMBLY 


EA 


1 


















5 


52 






658c59*ooi (08*52) 


























X20 




FITTING ASSEMBLY 

*27c6o5<ao* (08*52) 


EA 


1 


















5 


53 


X20 




ELBOW, STREETS 1/8 IN. THD, 


EA 


1 


















5 


5* 






*$ OEG, BRASS 






























12*B (09505) 


























X20 




FITTING, BRASS 

*19AO*3H01 (08*52) 


EA 


1 


















5 


55 


X20 




SEALANT 


EA 


V 


























5*-52 (05972) 


























X2F 




HANDLE ASSEMBLY. GUN 
301B663Q03 (06*52) 


EA 


1 


















6 


1 


P F 


5305-582-5806 


SCREW, MACHINE! NO. 6-32 THD 
SIZE, 5/8 IN. LG 

MS3526-31 (96906) 


EA 


1 














1 


* 


6 


2 














P F 


5305-616-2529 


SCREW, MACHINES HANDLE MTG, 
NO. 6-32 THO SIZE, 3/8 IN. LG 


EA 


3 




















3 


X2F 




HANDLES RIGHT 


EA 


1 


















6 


* 






8270099002 (08*52) 


























X2F 




HANDLES LEFT 


EA 


i 


















6 


5 






827D099Q01 (08*52) 


























X2F 




TRIGGER ASSEMBLY 
*51A2*1QOt (08*52) 


EA 


i 


















6 


6 


P F 




SPRING, HELICAL, COMPRESSIONS 


EA 


i 


41 


2 


2 





2 


2 


15 


25 


6 


7 






TRIGGER 


























PC 


e^yE^kfio JCLnok 


*53A*6*H01 (06*52) 
%rT<M*Dru bMt 49 TUA *ivr 


























r 


IXJtO-ZO^-O^W 


9c.T9CKl;WS m). 0-32 THD SIZE, 
3/8 IN. LG, HEXAGON SOCKET 


EA 


1 














1 












CUP POINT 






























MS51021-25 (96906) 


























P F 


3*3i-**6-2637 


SPRINGS TRIGGER 


EA 


i 





2 


2 





2 


2 


15 


25 


6 


9 






205A091H01 (08*52) 


























PF 


5930-475-7*79 


SWITCHs TRIGGER 


EA 


i 


2 


2 


3 


2 


2 


3 


25 


35 


6 


10 






1SM1 (91929) 


























P F 


5930-729-8720 


SWITCH, INCHING 


EA 


i 


2 


2 


2 


2 


2 


2 


25 


35 


6 


11 


P/% 


(TOiA_&tc_a4tao 


1PB5 (91929) 

yifT MTVAMIM* OAI 1 IWII/C" 
























19 


V 

PA 


531O-&55-9&59 
C^IA^MA 1010 


Mill, nLAAUUNI NULL. UNIVL, 

1/*-20 THO SIZE 

WA4UCD 1 f^ AM 1 nft t UK* 1 A. t M 


EA 

f * 


i 














1 




< 


1C 
10 


u . 
P 


5310-Q10-3319 
5310-595-3*37 


WASncJl, UllfIVS HULL UKIVL, l/^ IN. 

WASHER, FLATi ROLL DRIVE, .250 IN. 


EA 

EA 


1 
i 














1 

1 


* 


o 
6 


13 
1* 


















ID, .500 IN. 00, .06* IN. THK 


























P 


3*31-875-7*33 


ROLL DRIVE 

*19A009Q01 (08*52) 


CA 


i 


2 


3 


5 


2 


3 


5 


60 


50 


6 


15 



18 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


(4) 

NIT 
OF 
EAS 


QTY 
NC 
IN 
NIT 


30-DAY DS MAINT 
ALLOWANCE 


30-DAY OS MAINT 
ALLOWANCE 


-YR 
ALW 
PER 
00 
QUIP 
NTGY 


EPOT 

ALW 
PER 
00 
QUIP 


ILLUS- 
TRATION 


o) 
-20 


1-50 


(c) 
-100 


-20 


(b) 
1-50 


(c) 
1-100 


IG. 
0. 


b) 

TEM 

NO. 


P F 




CABLE ASSEMBLY, CONTROL 


EA 


1 


9 





2 


^ 


^ 


2 


10 


35 


6 


16 






3118796001 (08*52) 


























P F 


5910-875-7880 


CAPACITOR 
121P*7302S2 (56289) 


EA 


1 





2 


2 


* 


2 


2 


12 


20 


6 


17 


X2F 




SLEEVING: MOTOR LEAD 


EA 


2 


















6 


18 






*22A*8*H02 (08*52) 


























P 




HOSE ASSEMBLY. GAS 

*27c637Gi3 (08*52) 


EA 


1 


* 


* 


2 


* 





2 


10 


35 


6 


19 


P 


3*31-675-762* 


CABLE ASSEMBLY: CURRENT 


EA 


1 


* 





2 


* 





2 


10 


35 


6 


20 






310B1*2G01 (08*52) 


























P 


3*31-875-76*1 


BOOT: NCOPRENE 

*19AO*6H01 (08*52) 


EA 


1 





* 


2 


* 





2 


9 


25 


6 


21 


X2F 




INSULATOR, MOTOR 


EA 


1 


















6 


22 






222A550H01 (06*52) 


























X2F 




INSULATION, MOTOR 


EA 


1 


















6 


23 






31762 (00779) 


























P F 


3*31-875-7632 


MOTOR ASSEMBLY 

*29C550<5 (08*52) 


EA 


1 


* 


* 


2 


* 


2 


2 


15 


30 


6 


2* 






GROUP 03 - GAS REGULATOR 


























P 


3*31-509-2562 


REGULATOR: ARGON GAS TWO STAGE 
W/FLOV*CTER 


EA 




* 


- 


2 


- 





2 


8 


20 


7 


1 






HVTSG2325-973 (63026) 


























XI 




NUT: BODY 


EA 


1 


















7 


2 






1001-06 (63026) 


























P 


3*3i-*6 5 -88*7 


CUP: THORPE TUBE 


EA 


1 


* 


* 


2 


* 


* 


2 


10 


10 


7 


3 






1002-02 (63026) 


























P20 


5330-798-3717 


RING: CUP 
1*07-21 (63026) 


EA 
















5 


5 


7 




P20 




GASKET: THORPE TUBE, UPPER 
1*o8-82 (63026) 


EA 
















5 


5 


7 


5 


P 


6680-072-6186 


TUBE, THORPE 
1015-08 (63026) 


EA 




* 





2 


* 


* 


t 


10 


10 


7 


6 


X20 




FLOAT 


EA 




















7 


7 






1*05-08 (63026) 


























X20 




GASKET: THORPE TUBE, LOWER 


EA 




















7 


8 


PA 




1*08-25 (63026) 


















in 








u 


6685-072-618* 


1*2*-0019 (63026) 


















Iv 












GROUP 0* - MISCELLANEOUS COMPONENTS 


























X20 




CASE, CARRYING 


EA 




















8 


1 






720B063H01 (08*52) 


























X20 


3*31-875-7655 


CABLE ASSEMBLY 

59C1598G13 (06*52) 






















8 


2 



19 




CN 

CO 

s 

LU 



O 

<! 



O 

k. 

Ol 







C 

o 
Q. 



CN 

0) 

fc. 
D 
O) 



21 




u 

z 

o 
U 



o> 



f 



22 




ME 3431-227- 24P/4 



Figure 4. Load Relay and Capacitor 



23 



Q. 

^t 
CN 




CN 
CO 



24 




16 



19 



Figure 6. Handle 



20 



21 



ME 3431-227-24P/6 



25 






X 




CM 



Hi 







\. "- 



CO 



T^f 

.-c 1 ^ "~x 

5%' s ^ ,'/'" / 
;^ /^/ - 




s 

.2 
o> 



i 



c^ 




ni 
4J 




26 





ME 3431-227-24P/8 



Figure 8. Carrying Case and Cable 



27 



Siction VII. 



INDEX -FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO INDEX NUMBER 



STOCK NI 



Ftaimc 



$*& 



STCM 



^31-875-76*5 
75-76*6 




5305-013-212* 

~~~ ^Z~ 7355 
, 066-0511 

5-069-5122 




5305-582-5808 

5305-61^-02*7 
5305-6i*-0266 
"" 16- 




-855-0972 




5305-98*-gsM 
5306-2264827 
5310-010-3319 



I 

5 

5 
7 

6 
6 
6 
5 



5 
5 



3 
3 



1 
l 
3 

5 

1 
1 

2 

2 

2 
5 

3 

5 



28 



f 

21 
20 
2* 
15 

30 



21 

I 

22 



36 

32 



11 

22 

16 
25 

10 



2 
2 
1 
2 

20 

*8 



12 



9 

37 

16 
12 
35 



STOCK N^M|| 

5310-550-1130 
5310-5- 
5310-5 
53 K 

5310-595-5*37 
5310-595-7237 
0-639- r' 




53io-83*-3i56 

5310-880-77^ 
5325-281-3536 
5330-798-3717 
53}o4 17-8676 
53*0-512-9*63 




5910-875-7-^ 
5910-875-7888 
5920-1*2-7383 
5920-280-5062 
5920-556-01*^ 

5930-875-7M2 

59*5-875-7889 
5950-779-7302 
61 10-525-306 



6685-072-618* 



2 
3 

3 
2 

* 

3 



i 

2 
2 
2 



2 

6 

2 

1 
1 
1 

6 
6 

1 
1 

2 
2 

3 

3 

7 



11 
10 
16 

12 
36 

19 
11 

'2 

9 



5310-012-0622 
5310-0134530 
5310-0*5-3299 

5310-0*5-^007 

5310-082-1*0* 

5310-167-0765 
5310-167-0766 
5310-209-0786 
5310-5*34791 

28 



i 

2 

2 
2 

1 
2 

3 

2 

I 

2 

5 
5 

3 

1 



11 
23 

3 

22 



2* 
28 



s 

13 



Section VII. INDEX -FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO INDEX NUMBER 




1TKN 



ANJ102A20-173 
AN6227B* 

HVT5G2325-973 
!N*822 

MS2*629-10 
M52*629-21 
MS2*629-23 




M527183-6 

MS27183-7 

MS27 183-9 



MS352' 
MS35* 
MS35* 
M5352 

MS35265-31 

M535265-33 
M535265-46 
KS352f5-*9 
MS35265-55 
M535265-77 
MS35333-3& 
MS35333-39 
*35333-<o 



MS35338-*2 



MS35338-** 




PJ4P1 

PH*68 

PR10 

PR10T 

PR110 

SR2H1 

SR6P1 

SR8P1 

TYPET94 

TYPE2DATYPEO 

TYPE6-1-2E 

OC16 

VPR20HIK 

01*9 

1PB5 

1SH1 

1001-06 

1002-02 

1015-08 

10318* 



9^906 



96906 



96906 



96906 



I 

I 
5 

1 
1 

2 

2 

2 
2 

2 
2 

2 



2 
2 

* 
1 
2 
1 
6 

2 
3 

3 

1 
2 
1 
2 
1 
1 
1 
2 
2 
2 

2 

1 

6 
6 
7 



2 

1 

*8 
17 

20 

10 

6 

22 

| 

28 

3 



8 

6 

13 

23 



38 



L 5 

12 
21 



31 



31 

17 

9 

1} 

11 
10 

2 



RKrCRCMCK 



121P*7302S2 
12*8 



Flo 



1TCM 



199P297H01 

205A09TH01 

210 

2209A69HOL 

2209A70H01 

221C632Q01 

2213A03H01 

2213A04G01 

22l3A*2H01 

2213A83H01 

2213A87H01 

222A550H01 



01B663Q03 
172H09 

108141001 
10B1*1HO* 
31081*2001 



31 1B703H02 

311B798G01 

312001 

312002 

31762 

3208222H02 

320822*001 

3*200* 
3*72032001 

3*72D32H01 
3*72041001 
419A002Q02 
*19A003H01 
*19AOO|H02 
*19A006H01 
*19A006H02 
*19A008H01 
*19A009Q01 
*19A010H01 
*19A011H01 
*19A025H01 
*19A026H02 




*19A065H01 
22A*8lH02 



i i 




2 

1 
1 
1 
2 

1 

6 

1 
5 

2 
2 
2 

5 



1 
6 

* 
1 
1 
1 
5 



15 
15 
39 

II 

25 

27 

55 

21 

5 

30 



29 



HUfrlDCfi 



CROSS-REFERENCE TO INDEX NUMBER 











Mr 
Cgog 

88' 



06*52 
08*52 



08*52 



08*52 



08*52 
97073 

97073 
08*52 
08*52 
83330 
?52 



08*52 
08*52 
08*52 
08*52 



fid 



2 

1 
1 

1 

8 
1 
5 
5 

3 

5 



ITEM 
No. 



jf 
3? 



** 

*2 

46 

31 

33 

1 

a! 

2 

1 

28 
6 

33 
11 

52 

A 
18 
38 
39 



ITEMS NOT ILLUSTRATED 
REFERENCE NUMBER Mro Cope 



08*52 
05972 



GROUP No. 

01 
02 
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Section I. 
INTRODUCTION 



1 . Scope 

This manual lists repair parts, special tools, 
test and support equipment required for the 
performance of organizational, direct support, 
general support and depot maintenance of the 
welding set. 

2. General 

This Repair Parts and Special Tools List is 
divided into the following sections: 

a. Prescribed Load Allowance (PLA) Sec- 
tion II. A composite listing of repair parts, spe- 
cial tools, test and support equipment having 
quantitative allowances for initial stockage at the 
organizational level. 

b. Repair Parts Section IIL A list, in 
figure and item number sequence, of repair parts 
authorized at the organizational level for the per- 
formance of maintenance, including those items 
which must be removed for replacement of the 
authorized item. Items, except kits and sets, are 
listed by assembly group in top down breakdown 
sequence. 

c. Special Tools, Test and Support Equipment 
Section IV. Not Applicable. 

d. Repair Parts Section V, A list, in figure 
and item number sequence, of the repair parts 
authorized for the performance of maintenance 
at the direct support, general support levels, in- 
cluding those items which must be removed for 
replacement of the authorized item. Items, ex- 
cept kits and sets, are listed by assembly group 
in top down breakdown sequence. 

e. Special Tools, Test and Support Equipment 
Section VI. Not Applicable. 

/. Federal Stock Number and Reference 
Number Index Section VII. A list of Federal 
Stock Numbers in ascending numerical sequence, 
followed by a list of reference numbers appearing 
in all listings, in ascending alpha-numeric se- 
quence, cross-referenced to the illustration figure 
and item number. 

NOTE 

Items not illustrated are cross-referenced to as- 
sembly group number. 

3. Explanation of Columns 

The following provides an explanation of 
columns in the tabular lists in Sections II through 
VI. 



a. Source, Maintenance, and Recoverability 
Codes (SMR). 

(I) Source code indicates the source for the 
listed items. Source Codes are : 

Code Explanation 

P Repair Parts, Special Tools and Test Equip- 

ment supplied from the GSA/DSA, or Ar- 
my supply system, and authorized for use 
at indicated maintenance categories. 

P2 Repair Parts, Special Tools and Test Equip- 
ment which are procured and stocked for 
insurance purposes because the combat or 
military essentiality of the end item dic- 
tates that a minimum quantity be avail- 
able in the supply system. 

M Repair Parts, Special Tools and Test Equip- 
ment which are not procured or stocked, as 
such, in the supply system but are to be 
manufactured at indicated maintenance 
levels. 

A Assemblies which are not procured or stocked 

as such, but are made up of two or more 
units. Such component units carry individual 
stock numbers and descriptions, are pro- 
cured and stocked separately and can be as- 
sembled to form the required assembly at 
indicated maintenance categories. 

X Parts and assemblies that are not procured or 

stocked because the failure rate is normal- 
ly below that of the applicable end item or 
component. The failure of such part or as- 
sembly should result in retirement of the 
end item from the supply system. 

XI Repair Parts which are not procured or 

stocked. The requirement for such items will 
be filled by the next higher assembly or 
component. 

X2 Repair Parts, Special Tools and Test Equip- 
ment which are not stocked and have no 
foreseen mortality. The indicated mainte- 
nance category requiring such repair parts 
will attempt to obtain the parts through 
cannibalization or salvage, the item may be 
requisitioned with exception data, from the 
end item manager, for immediate use. 

G Major assemblies that are procured with 

PEMA funds for initial issue only as ex- 
change assemblies at DSU and GSU level. 
These assemblies will not be stocked above 
the DS and GS level or returned to depot 
supply level. 

(2) Maintenance code indicates the lowest 
category of maintenance authorized to install the 
listed item. Repair parts and special tools as- 
signed Maintenance Code "C" may be stocked at 
the operator level of maintenance when author- 
ized by the Unit Commander. The maintenance 
level codes a)re : 



Cod* Explanation 

C Crew or Operator maintenance 

Organizational maintenance 

P Direct Support maintenance 

H General Support maintenance 

(3) Recoverability code indicates whether 
unserviceable items should be returned for re- 
covery or salvage. Items not coded are expend- 
able. Recoverability codes are: 

Code Explanation 

R Applied to repair parts, (assemblies or com- 

ponents) special tools and test equipment 
which are considered economically reparable 
at direct and general support maintenance 
levels. When the item is no longer eco- 
nomically reparable, it is normally disposed 
of at the GS level. When supply considera- 
tions dictate, some of these repair parts 
may be listed for automatic return to sup- 
ply for depot level repair as set forth in 
AR 710-50. When so listed, they will be 
replaced by supply on an exchange basis. 
S Repair Parts, Special Tools, Test Equipment 

and assemblies which are economically re- 
parable at DSU and GSU activities and 
which normally are furnished by supply on 
an exchange basis. When items are deter- 
mined by a GSU to be uneconomically re- 
parable, they will be evacuated to a depot 
for evaluation and analysis before final 
disposition. 

T Higher dollar value recoverable repair parts, 

special tools and test equipment which are 
issued on an exchange basis. Such items will 
be repaired or overhauled at depot mainte- 
nance activities only. No repair may be ac- 
complished at lower levels. 

U Repair Parts, Special Tools and Test Equip- 
ment specifically selected for salvage by 
reclamation units because of precious metal 
content, critical materials, high dollar 
value or reusable casings or castings. 

b. Federal Stock Number. Indicates the 
Federal stock number assigned to the item and 
will be used for requisitioning purposes. 

c. Description. Indicates the Federal item 
name and any additional description of the item 
required. Assembly components and subassem- 
blies are indented under major assemblies. The 
abbreviation "w/e" when used as part of the 
nomenclature, indicates the Federal stock number 
includes all armament, equipment, accessories, 
and repair parts issued with the item. A part 
number or other reference number is followed 
by the applicable five-digit Federal supply cade 
for manufacturers in parenthesis. Repair parts 
quantities included in kits and sets are shown in 
front of the repair part name. Material required 
for manufacture or fabrication is identified. 



d. Unit of Measure (U/M). A two-character 
alphabetic abbreviation indicating the amount or 
quantity of the item, as used, upon which the al- 
lowances are based, e.g., ft., ea., pr., etc. 

e. Quantity Incorporated in Unit. Indicates 
the quantity of the item used in the assembly 
group. A "V" appearing in this column in lieu 
of a quantity indicates that a definite quantity 
cannot be indicated (e.g., shims, spacers, etc.). 

/. Fifteen-Day Organizational Maintenance 
Allowance. 

(1) The allowance columns are divided into 
four subcolumns. Indicated in each subcolamn 
opposite the first appearance of each item is the 
total quantity of the items authorized for the 
number of equipments supported. Subsequent 
appearances of the same item will have the letters 
"REF" in the allowance column, indicating total 
allowance quantities will be shown with the first 
appearance of the item. To locate referenced 
item, locate the FSN or reference number in the 
index. The earliest figure and item number is 
the referenced item. Items authorized for use as 
required but not for initial stockage are identi- 
fied with an asterisk in the allowance column 

(2) The quantitative allowances for organi- 
zational level of maintenance represents one in- 
itial prescribed load for a 15-day period for the 
number of equipments supported. Units author- 
ized additional prescribed loads will multiply the 
number of prescribed loads authorized by the 
quantity of the repair parts reflected in the ap- 
propriate density column to obtain the total quan- 
tity of repair parts authorized. 

(3) Organizational units providing main- 
tenance for more than 100 of these equipments 
shall determine the total quantity of parts re- 
quired by: First, divide the number of equip- 
ments supported by 100 by moving the decimal 
two spaces left; second, multiply the result by 
the quantity in the 51-100 density column. Ex- 
ample, authorized allowance for 51-100 equip- 
ments is 40; for 150 equipments, multiply 40 by 
1.50 or 60 parts required. 

(4) Subsequent changes to allowances will 
be limited as follows : No change in the range of 
items is authorized. If additional items are con- 
sidered necessary, recommendations should be 
forwarded to U. S. Army Mobility Equipment 
Command for exception or revision to the allow- 
ance list. Revision to the range of items author- 
ized will be made by the U. S. Army Mobility 
Equipment Command based on engineering expe- 
rience, demand data, or TAERS information. 



iii 



y. Thirty-Day DS/GS Maintenance Allow- 
*,es. 

NOTE 

Allowances in GS column are for GS mainte- 
nance only. 

(1) The allowance columns are divided in- 
three subcolumns. Indicated in each sub- 

umn, opposite the first appearance of each 
m, is the total quantity of items authorized for 
> number of equipments supported. Subsequent 
>earances of the same item will have the let- 
s "REF" in the applicable allowance column. 
locate the referenced item, locate the FSN or 
erence number in the index. The earliest figure 
I item number is the referenced item. Items 
thorized for use as required but not for initial 
ckage are identified with an asterisk in the 
>wance column. 

(2) The quantitative allowance for DS/GS 
els of maintenance will represent initial stock- 
* for a 30-day period for the number of equip- 
ttts supported. 

(3) To determine allowances when sup- 
rting more than 100 of these equipments: 
rat, divide the number of equipments sup- 
rted by 100 by moving the decimal two places 
t; second, multiply the result by the quantity 
the 51-100 density column. Example, author- 
d allowance for 51-100 equipments is 40; for 
equipments multiply 40 by 1.50 or 60 parts 
juired. 

h. One-Year Allowance Per 100 Equipments/ 
ntingency Planning Purposes. This column in- 
uates opposite the first appearance of each 
m the total quantity required for distribution 
d contingency planning purposes. Subsequent 
pearance of the same item will have the letters 
1EF" in this column. The range of items indi- 
tes total quantities of all authorized items re- 
ired to provide for adequate support of 100 
uipments for one year. 

i. Depot Maintenance Allowance Per 100 
fuipments. This column indicates opposite the 
% st appearance of each item, the total quantity 
thorized for depot maintenance of 100 equip- 
ents. Subsequent appearance of the same item 
ill have the letters "REF" in this column. Items 
ithorized for use but not for initial stockage are 
entitled with an asterisk in the allowance 
lumn. 
j. Illustration. This column is divided as 



(1) Figure number. Indicates the figure 
imber of the illustration on which the item is 



town. 



(2) Item number. Indicates the callout 
number used to reference the item on the illustra- 
tion. 

4. Special information 

a. Repair parts mortality has been based on 
1500 hours operation per year. 

b. Parts which require manufacture or as- 
sembly of a category higher than that authorized 
for installation will indicate in the source column 
the higher category. 

c. The following- publication pertains to the 
welding set and its components : 

TM 5-3431-227-14 Operator's, Organiza- 
tional, DS and GS 
Maintenance Manual 

d. The same illustrations are used to illus- 
trate the repair parts and special tools listed in 
both organizational maintenance section and di- 
rect and general support maintenance section. 

5. How to Locate Repair Parts 

a. When the Federal stock number or refer- 
ence number is unknown: 

(1) First. Using the table of contents, de- 
termine the assembly group within which the re- 
pair part belongs. This is necessary since illus- 
trations are prepared for assembly groups, and 
listings are divided into the same groups. 

(2) Second. Find the illustration covering 
the assembly group to which the repair part be- 
longs. 

(3) Third. Identify the repair part on the 
illustration and note the illustration figure and 
item number of the repair part. 

(4) Fourth. Using the Repair Parts List- 
ing, find the assembly group to which the repair 
part belongs and locate the illustration figure 
and item number noted on the illustration. 

b. When the Federal stock number or refer- 
ence number is known : 

(1) First Using the Index of Federal 
Stock Numbers and Reference Numbers find the 
pertinent Federal stock number or reference 
number. This index is in ascending FSN sequence 
followed by a list of reference numbers in al- 
pha-numeric sequence, cross-referenced to the 
illustration figure number and item number. 

(2) Second. Using the Repair Parts List- 
ing, find the assembly group of the repair part 
and the illustration figure number and item num- 
ber referenced in the Index of Federal Stock 
Numbers and Reference Numbers. 






c. When the Federal stock number or refer- 
ence number is known and the repair part is not 
illustrated : 

(1) First. Using- the Index of Federal 
Stock Numbers and Reference Numbers find the 
pertinent Federal stock number or reference 
number in, the section titled "Items Not Illus- 
trated" and note the group number. This section 
is in ascending FSN sequence followed by a list 
of reference numbers in alpha-numeric sequence 
cross-referenced to assembly group number. 

(2) Second. Using the Table of Contents, 
locate the assembly group number and page 
number. 

(3) Third. Using the applicable group 
number and page number, locate the pertinent 
stock number or reference number in the Repair 
Parts Listing. Items which are not illustrated 
are listed at the end of the assembly group to 
which they belong. 

6. Abbreviations 

assy assembly 

ea each 

hex hexagon 

id inside diameter 

in inch(es) 

Iff long 

mtg mounting 

No number 

od outside diameter 

thd thread (s) (ed) 

thk thick (ness) 

7. Federal Supply Codes for Manufacturers 

Code Manufacturer 

00779 AMP Inc. 

05972 .... Loctite Corp. 

06352 Empire Products Inc. 



Code Manufacturer 

07903 Relay and Control Corp. Sargent Electric 

Division 

08452 Westinghouse Electric Corp. Welding Dept 

09505 Imperial-Eastman Corp. 

12697 Clarostat Mf g Co. Inc. 

14655 Cornell-Dubilier Electric Corp. 

21335 Fafnir Bearing Co. 

2S520 Heyman Mfg Co. 

44665 Ohmite Mfg Co. 

56289 Sprague Electric Co. 

63026 Victor Equipment Co. 

71279 Cambridge Thermionic Corp. 

72794 DZUS Fastener Co. Inc. 

75042 IRC Division of TRW Inc. 

75915 Littlefuse Inc. 

77342 American Machine and Foundry Co. 

82893 Vector Electronic Oo. 

83330 Smith Herman H. Inc. 

88044 Aeronautical Standards Group Dept of Navy 

and Air Force 

88726 Westinghouse Electric Corp. Control Division 

91929 Honeywell Inc. Building Controls and Com- 
ponents Group Micro Switch Division 

92194 Alpha Wire Corp. 

93790 Cornell-Dubilier Electronics Division Federal 

Pacific Electric Corp. 

96906 Military Standards 

97073 Prince Rubber and Plastic Co. Inc. 

8. Recommendations for Maintenance Publi- 
cations Improvements 

Report of errors, omissions, and recommenda- 
tions for improving this publication by the user 
is encouraged. Reports should be submitted on 
DA Form 2028 (Recommended Changes to Pub- 
lications) and forwarded direct to Commanding 
General, U. S. Army Mobility Equipment Com- 
mand, ATTN: AMSME-MPP, 4300 Goodfellow 
Boulevard, St. Louis, Mo. 63120. 
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(1) 

FEDERAL 
STOCK 

NUMBER 



(2) 
DESCRIPTION 



USABLE ON CODE 



(3) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALLOWANCE 



(k) 
6-20 



3*31-875-7*5* 
5905-875-7883 

5905-875-788* 

5905-875.7887 
5905-875-7890 

5910-8*5-7*00 

5910-875-7888 
5920-1*2-7383 
5920-280.5062 



3*31-** 6-26*1 

3*3i-**6-26*2 
3)13! J*6-26** 

3*31-875-7633 
3*31-875-7*37 

3*3i-875-7**2 
3*3i-875-7**5 
3*31-875-7*** 

3*3i-875-7**8 
3*31-875-7930 



i 



SECTION 1 1 - PRESCRIBED LOAD ALLOWANCE 
GROUP 01 - CONTROL MONITOR 

CABLE ASSEMBLY, LINE 

RESISTOR, ADJUSTABLE: MOTOR VOLTAGE SUPPLY. 
250 OHMS, 25 WATTS 

RESISTOR: ARMATURE RELAY TO LOAD RELAY. 
25 OHM, 25 WATTS 

RESISTORi CONTROL PANEL 

RESISTORj LOAD RELAY TO CONTROL RHEOSTAT, 
10 WATT, 5 OHM 

CAPACITOR! *OOV, DC, STANDOFF INSULATION 
TO ARMATURE RELAY 

CAPACITORi 600V, DC (*C,3C) 
FUSE! MOTOR, 1 AMP 
FUSE! LINE, 2 AMP 



DIODE 

IN*822 



GROUP 02 - WELDING GUN 

RING: REEL COVER BOLT 

WASHER, FIBER! IDLER ROLL MTG 

NOZZLE, GAS 

TUBE, GUIDE 

ROLL DRIVE 

WASHERi BARREL TO BRACKET ASSEMBLY, BARREL TO ADAPTER 

INSULATION! GUN BARREL 

BEARING, BALL! IDLER ROLL 

SCREW, NYLON i IDLER ROLL MTG, NO. 10-32 
THD SIZE, 5/8 IN. LG 

SPRING! WIRE PRESSURE ADJUSTING 
ADAPTER! GUN TUBE TO NOZZLE 

RING: GUN BARREL. 11/32 IN. 00. 7/32 IN. ID 
AN6227B* (880*4) 

BUSHING, NYLON 

2209A70H01 (08*52) 

BUSHING, NYLON! INLET GUIDE 
2213A*2H01 (08*52) 

SPRING 

*52A106H01 (08*52) 
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SECTION III - REPAIR PARTS FOR ORGANIZATIONAL 






















MAINTENANCE 






















GROUP 01 - CONTROL MONITOR 


















X20 




CONTROL ASSEMBLY: AC 


CA 


1 


















*83B126G01 (08*52) 


















P20 




KNOB: WIRE FEED 


CA 


1 


* 


* 


* 


^ 




2 






2**35 (08*52) 


















P 


5905-196-2300 


RHEOSTAT: 25 WATT, WIRE FEED 


CA 


1 





* 





* 


1 


3 






CONTROL 






















01*9 (N655) 


















P 


5305-855-0971 


SCREW, SELF-TAPPING: CAUTION 


EA 


8 





# 


w 


^ 


1 


* 






PLATE MTG, NO. 6-32 THD SIZE, 






















lA IN. LG 






















MS2*629-21 (96906) 


















X20 




NAME PLATE 


CA 


1 










1 








199P297H01 (88725) 


















P 


5920-556-01** 


FUSEHOLDER 


CA 


3 


* 


* 


. 


* 




6 






3*200* (75915) 


















P 


5920-280-5062 


FUSE: LINE, 2 AMP 


CA 


2 


* 


2 


3 


6 


1 


1 






312002 (75915) 
















1 


P 


5920-1*2-7383 


FUSE: MOTOR, 1 AMP 


CA 


1 


* 


2 


2 


* 


1 


8 






312001 (75915) 


















P 


5305-855-0972 


SCREW, SELF-TAPPING: RECEPTACLE MTG, 


CA 


* 





^ 


* 


* 


1 








NO. 6-32 THD SIZE, 3/8 IN. LG 
MS2*629-23 (96906) 


















P 




RECEPTACLE: GUN CONTROL CABLE 


CA 


1 


^ 


^ 


^ 


* 




1 






AN3102A20-17S (880**) 


















P 


*730-oi*-056i 


LOCKNUT, CONDUIT: 1 1/2 IN. 


CA 


1 


* 


* 


. 


. 


1 


11 


P 


5935-072-6056 


RECEPTACLE, FEMALE: CURRENT CABLE 

PM*68 (06352) 


CA 


i 


* 


* 


* 


* 


1 


12 


P 


5310-5^791 


NUT, PLAIN, HEXAGON: BRASS 


CA 


i 


^ 


+ 


* 


* 


1 


n 






M53569o4n (96906) 
















1 j 


P 


5310-209-0786 


WASHER, LOCK: CURRENT CABLE 


CA 


1 


* 


* 


* 


* 


1 


1* 






RECEPTACLE MTG 






















MS35335-33 (96906) 


















X20 




TERMINAL 


CA 


^ 










1 








196A033H05 (08*52) 














1 




P 


5930-875-7882 


SWITCH, TOGGLE: CONTROL PANEL LINE 


CA 


1 


* 


. 


* 


* 


1 


16 






3001 (07903) 


















P 


5305-622-9*76 


SCREW, MACHINE: TERMINAL STRIP 
MTG, NO. 8-32 THD SIZE, 5/8 


CA 


3 


* 


* 


* 


- 


1 


17 






IN. LG, FILLISTER HEAD 

MS35265-*6 (96906) 


















P 


5310-012-0622 


NUT, PLAIN, HEXAGON: TERMINAL 


CA 


5 





^ 


* 


* 


1 


18 






STRIP MTG, CABLE CLAMP MTG, 






















NO. 8-32 THD SIZE 






















MS356*9-82 (96906) 


















PO 


5310-0*5-3299 


WASHER, LOCK: TERMINAL STRIP 


CA 


9 


* 


9 


* 


* 


1 


19 






MTG, NO. 8 
















1 s 






MS35338-*2 (96906) 


















PO 


5305-622-9*78 


SCREW, MACHINE: TERMINAL STRIP 


CA 


2 





+ 


* 


* 


1 


20 






GROUNDING, CABLE CLAMP MTG, 






















NO. 8-32 THD SIZC. 1 IN. LG 

MS35265-*9 (96906) 


















P 


3*31-858-3080 


TERMINAL STRIP 
210 (08*52) 


CA 


I 




* 


* 


* 


1 


21 
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P 


5310-559-0070 


WASHER, LOCK: TERMINAL STRIP 


EA 


1 


* 











1 


22 






MTG, INTERNAL TOOTH 






















MS35333-38 (96906) 


















X20 




CLAMP, CABLE 
1781*53 (88725) 


EA 


* 










1 


23 


X20 




STRIP, MARKING 


EA 


1 










} 


2* 






2213A83H01 (0&52) 


















P 


5905-675-7890 


RESISTOR: LOAD RELAY TO CONTROL 


EA 


1 


* 


* 


* 


2 


1 


^5 






RHEOSTAT, 10 WATT, 5 OHM 






















PR10F (12697) 


















X20 




TERMINAL: LOAD RELAY RESISTOR 


EA 


1 










j 


26 






1*58309 (88725) 


















X20 




RELIEF, STRAIN: LINE CABLE ASSEMBLY 


EA 


1 












27 






SR6P1 (28520) 
















* i 


P 




CABLE ASSEMBLY, CURRENT 


EA 


1 





* 


* 





1 


28 






59C1598G13 (08*52) 


















xao 




CABLE, WELDING 


EA 


1 










1 


2Q 






59C1598H19 (08*52) 
















*-7 


X20 




TERMINAL 


EA 


1 










1 


30 






1603078 (88725) 
















JW 


X20 




RELIEF, STRAIN: GROUND CABLE 


EA 


1 










1 


31 






ASSEMBLY 






















SR2M1 (28520) 


















P 


3*31-875-7657 


CABLE ASSEMBLY: GROUND 
*32C52*G10 (08*52) 


EA 


1 


* 








* 


1 


32 


X20 




CABLE, SINGLE CONDUCTOR 


EA 


1 










1 


33 






*32C52*H19 (08*52) 


















X20 




TERMINAL 


EA 


1 










1 


3* 






17977*6 (88725) 
















j 


X20 




RELIEF, STRAIN: CURRENT CABLE 


EA 


1 










1 


35 






ASSEMBLY 






















SR8pi (28520) 


















P 


3*31-875-7656 


CABLE ASSEMBLY, LINE 

*35C5i2GO* (08*52) 


EA 


1 








* 


1 


1 


36 


P 


5305-855-0972 


SCREW, SELF -TAPPING: BASE AND 


EA 


12 


* 











1 


37 






BACK PLATE MTG, NO. 6-32 THD 






















SIZE, 3/8 IN. LG 
MS2*629-23 (96906) 


















X20 




PANEL, CABINET 


EA 


1 










1 


38 






827D037H05 (08*52) 


















X20 




BASE, CABINET 


EA 


1 










1 


39 






827D037H16 (88725) 


















X20 




INCLOSURE 


EA 


1 










1 


*o 






3*72032001 (06*52) 


















X20 




FASTENER 


EA 


1 










1 


*i 






AJ5-*o (7279*) 


















X20 




GROMMET 


EA 


1 










1 


*2 






JH5 (7279*) 


















X20 




GASKET: CONTROL ASSEMBLY DOOR 


EA 


1 










1 


*3 






**7910P (88725) 


















X20 




CABINET 


EA 


1 










1 


** 






3*72D32H01 (08*52) 


















P 


5305-855-0972 


SCREW, SELF-TAPPING: PANEL 


EA 


2 


* 








* 


2 


1 






ASSEMBLY MTG. UPPER, NO. 6-32 






















THD SIZE, 3/8 IN. LG 
MS2*629-23 (96906) 
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P 


5305-582-5807 


SCREW, MACHINE* PANEL ASSEMBLY 


EA 


5 


^ 


^ 


^ 


* 


2 


2 






MTG, LOWER, NO. 6-32 THD SIZE, 






















3/8 IN. LG 






















MS35265-28 (96906) 


















P 


53 10-83* -3 156 


NUT, PLAIN, HEXAGONS PANEL 


EA 


2 











* 


2 


3 






ASSEMBLY. NO. 6--J2 THD SIZE 






















MS35&9-& (9690?) 


















P 


53io-o*5-*oo7 


WASHER, LOCK* PANEL MTG, NO. 6 


EA 


* 


* 


* 





* 


2 


* 






MS35338-*! (96906) 


















X20 




PANEL ASSEMBLY 


EA 


1 










2 


5 






221C652G01 (08*52) 


















P 


5305-5*3-2665 


SCREW, MACHINE, FILLISTER HEAD: 


EA 


2 








* 


* 


2 


6 






ARMATURE RESISTOR MTG, 1/*-20 






















THD SIZE, .37 IN. LG 

MS35265-77 (96906) 


















P 


5310-761-6882 


NUT, PLAIN, HEXAGON: ARMATURE 


EA 


2 


* 


* 


* 


* 


2 


7 






RESISTOR MTG, I/* -20 THD SIZE 






















MS5 1967-2 (96906) 


















P 


5310-582-5965 


WASHER, LOCKs ARMATURE RESISTOR 


EA 


2 


* 





* 


* 


2 


8 






MTG, lA IN. 

MS35338-** (96906) 


















P 


5905-875-7886 


RESISTORS ARMATURE RELAY TO 


EA 


1 


* 


* 





2 


2 


9 






LOAD RELAY, 25 OHM, 25 WATT 






















TYPE6-1-2E (75042) 


















P 


5305-069-5122 


SCREW, MACHINE, FILLISTER HEADs 


EA 


1 


* 


* 


* 


* 


2 


10 






CONTROL PANEL RESISTOR (*R) 






















MTG, NO. 8-32 THD SIZE, 2 1/2 






















IN. LG 






















MS35265-55 (96906) 


















P 


5310-012-0622 


NUT, PLAIN, HEXAGONS CONTROL 


EA 


1 


* 


* 








2 


11 






PANEL RESISTOR (*R) MTG, 






















NO. 8-32 THD SIZE 






















MS356*9-82 (96906) 


















P 


5310-0*5-3299 


WASHER, LOCKs CONTROL PANEL 


EA 


1 





* 





* 


2 


12 






RESISTOR (*R) MTG, NO. 8 






















MS35338-*2 (96906) 


















P 


5310-809-85** 


WASHER, FLATt CONTROL PANEL 
RESISTOR (*R) MTG, NO. 8 


EA 


1 


* 


* 


* 


* 


2 


13 






MS27 183-7 (96906) 


















X20 




WASHER, CORKs CONTROL PANEL 


EA 


2 










2 


1* 






RESISTOR (*R) MTG 






















72*9-8 (08*52) 


















P 


5905-875-7887 


RESISTORi CONTROL PANEL 


EA 


1 


* 








2 


2 


15 






VPR20HIK (12697) 


















P 


5305-855-0972 


SCREW, SELF-TAPPINGs ADJUSTABLE 


EA 


2 


* 








* 


2 


16 






RESISTOR (2R) MTG, NO. 6-32 
THD SIZE, 3/8 IN. LG, PAN HEAD 






















M52*629-23 (96906) 


















P 


5905-875-7883 


RESISTOR, ADJUST ABLE j MOTOR 
VOLTAGE SUPPLY, 250 OHMS, 


CA 


1 


* 





* 


2 


2 


17 






25 WATTS 






















TYPE2DATYPED (756*2) 


















PO 


5910-875-7888 


CAPACITOR! 600V. DC (*C,3C) 

73P*7306 (56289) 


EA 


2 


* 


2 


2 


2 


2 


18 


X20 




TERMINAL, SPADEi CAPACITOR 


EA 


5 










2 


19 






MOUNTING (3C.*C AND 5C) 
1797751 (88725) 


















PO 




SCREW, TAPPING, THREAD CUTTINGS 


CA 


2 





* 








2 


20 






RELAY MTG, NO. 6-32 THD SIZE, 






















5/8 IN. LG 
MS2*629-25 (96906) 



















i 



I 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

NIT 
OF 
EAS 


(5) 

QTY 

IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


ILLUS- 
TRATION 


1-5 


(b) 
6-20 


(e) 
2U50 


(<*) 
1*100 


1C. 
NO. 


(b) 
ITEM 
NO. 


P 


59*5-875-788* 


RELAY 


EA 


1 




. 


. 





2 


21 






PR 10 (773*2) 


















P 


5910-6*5-7*00 


CAPACITOR: *OOV, DC, STANDOFF 


EA 


1 








2 


2 


2 


22 






INSULATOR TO ARMATURE RELAY 






















PJ*PI (93790) 


















P 


5310-0134530 


NOT, PLAIN, HEXAGON: STANDOFF 


EA 


1 


REF 


REF 


REF 


REF 


2 


23 






INSULATOR, NO. 6-32 THD SIZE 

MS356*9-62 (96906) 


















P 


5310-0*54007 


WASHER, LOCK: STANDOFF INSULATOR, 


EA 


1 


REF 


REF 


REF 


REF 


2 


2* 






NO. & 






















MS27183-6 (96906) 


















P 


5310-082-1*0* 


WASHER. FLAT: CAPACITOR MTG, 


EA 


1 














2 


25 






NO. 6, (5C) 






















MS27183-6 (96906) 


















X20 




INSULATOR, STANDOFF: CAPACITOR 


EA 


1 










2 


26 






MOUNTING (5C) 






















1581 (71279) 


















P 


5310-0134530 


NUT, PLAIN, HEXAGON: RECTIFIER 


EA 


3 


* 


* 








2 


27 






ASSEMBLY (iRX) MTG, NO. 6-32 






















THD SIZE 






















MS356*9-62 (96906) 


















P 


5310-0*54007 


WASHER. LOCK: RECTIFIER ASSEMBLY 
(1RX) MTG. NO. 6 

MS3533&41 (96906) 


EA 


3 


* 


* 


* 


* 


2 


28 


X20 




RECTIFIER ASSEMBLY 


EA 


1 










2 


29 






2213AO*G01 (08*52) 


















P 




DIODE 


EA 


* 


* 





2 


2 


2 


30 






IN*822 (08*52) 


















X20 




TERMINAL. PUSH IN 
TYPET94 (82893) 


EA 


* 










2 


31 


X20 




PLATE 


EA 


1 










2 


32 






2213A03H01 (08*52) 


















X20 




SPACER, PHENOLIC TUBING: 


EA 


1 










2 


33 






RECTIFIER ASSEMBLY (1RX) MTG 






















*65A288H02 (08*52) 


















P 


5305-98*^21 


SCREW, MACHINE: RECTIFIER 


EA 


1 


* 


* 


* 





2 


3* 






ASSEMBLY (IRX) MTG, NO. 6-32 






















THD SIZE, 1 IN. LG, PAN HEAD 

MS35206-23* (96906) 


















P 


5305-855-097* 


SCREW, SELF-TAPPING: ARMATURE 


EA 


2 


* 











2 


35 






RELAY MTG, NO. 6-32 THD SIZE, 






















5/8 IN. LG, PAN HEAD 
MS2*629-25 (96906) 


















P 


59*5-8*6-0*33 


RELAY: ARMATURE 


EA 


1 


* 


* 


* 


* 


2 


36 






PR11D (773*2) 


















X20 R 


3*314*6-1961 


CONTACTOR ASSEMBLY 


EA 


1 










3 


i 






31D96*9COMBB800 (08*52) 


















P 


5305-068-0511 


SCREW, CAP, HEXAGON HEAD: 
CONTACTOR PANEL MTG, 3/8-16 


EA 


2 


* 


* 


* 


* 


3 


25 






THD SIZE, 1 1/* IN. LG 

MS90728-62 (96906) 


















P 


5310-595-7237 


WASHER, LOCK: CONTACTOR PANEL 
MTG, 3/8 IN., INTERNAL TOOTH 


EA 


2 










* 


26 






M535333-*2 (96906) 


















X20 




FISHPAPER: CONTACTOR MTG PANEL 


EA 


1 










q 


27 






TO CONTROL PANEL 






















**8AO*3H02 (08*52) 


















P 


5306-2264827 


SCREW, CAP, HEXAGON HEAD: 
CONTACTOR MTG, 5/16-18 THD 


EA 


1 


* 


* 


* 


* 


* 


28 






SIZE, 1 IN. LG 






















MS90728-3* (96906) 



















0) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


W 

UNIT 
OF 
MEAS 


(3) 

QTY 
INC 
IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(o) 
1-5 


(b) 
6-20 


(c) 
21-50 


51-100 


(o) 

FIG. 
NO. 


(b) 
ITEM 
NO. 


X20 




BUSHING. INSULATING: CONTACTOR MTG 
2213A87H01 (08*52) 


EA 


2 










3 


29 


P 


5310^09-*085 


WASHER, FLAT: CONTACTOR MTG, 


EA 


2 


* 





* 


. 


3 


30 






7/16 IN. ID 






















M527183-16 (96906) 


















P 


53,0^0-77" 


NUT, PLAIN, HEXAGON: CONTACTOR 
MTG, 5/16-18 THD SIZE 

MS519S7-5 (96906) 


EA 


1 


* 


* 


* 


* 


3 


31 


X20 




NUT, WELL: CONTACTOR MTG, W/ INSERT 


EA 


2 










3 


32 






*19A065H01 (08*52) 


















X20 




PANEL: CONTACTOR MTG 


EA 


1 










3 


33 






637C251H01 (08*52) 


















X20 




FISHPAPER: CONTACTOR FRAME TO 


EA 


1 










3 


3* 






MTG PANEL 






















**8AO*3HOi (08*52) 


















P 


5305-582-5808 


SCREW, MACHINE: LOAD RELAY 


EA 


2 


* 


* 


* 


* 


^ 


1 






ASSEMBLY MTG, NO. 6-32 THD 






















SIZE, 5/8 IN. LG, FILLISTER HEAD 

MS35265-31 (96906) 


















P 


53io-83*-3i56 


NUT, PLAIN, HEXAGON: RELAY ASSEMBLY 
MTG, NO. 6-32 THD SIZE 


EA 


1 


* 


* 


* 


* 


* 


2 






MS356*9-62 (96906) 


















P 


5310-0*5-^007 


WASHER, LOCK: RELAY ASSEMBLY 


EA 


1 


* 


* 


* 


* 


* 


3 






MTG, NO. 6 






















HS35338-*! (96906) 


















P 


59*5-875-7889 


RELAY ASSEMBLY 
320822*001 (08*52) 


EA 


1 


* 


* 


* 


* 


* 


* 


X20 




TERMINAL 


EA 


1 










I 


5 






320B222H02 (08*52) 


















P 


5910-060-3911 


CAPACITOR, ELECTROLYTIC: LOAD 


EA 


1 


* 


* 


* 


* 


* 


6 






RELAY TO GUN RECEPTACLE 






















BR30015 (1*655) 


















P 


5305-5*3-2023 


SCREW, MACHINE: CAPACITOR CLIP 


EA 


1 


* 





* 


* 


* 


7 






MTG, NO. 6-32 THD SIZE, 3/l6 IN. 






















LG, FILLISTER HEAD 






















MS35265-25 (96906) 


















P 


53lo-$3*-3i56 


NUT, PLAIN, HEXAGON: CAPACITOR 


EA 


1 


> 


* 


* 





* 


8 






MTG, NO. 6-32 THD SIZE 






















MS35&9-62 (96906) 


















X20 




CLIP: CAPACITOR MTG 


EA 


1 










4 


9 






UMU6 (56289) 


















M 




HARNESS ASSEMBLY 


EA 


1 


















2212A1*G01 (08*52) 






















MANUFACTURE FROM: 


















P20 




WIRE, 3* FT REQUIRED, 






* 


* 
















P/N 1553 (9219*) 


















P20 




TERMINAL, SPADE, .190 STUD, 






* 








* 










29 EA, P/N 1603091 (88725) 


















P20 




TERMINAL, 2 EA, 






* 





* 













P/N 196A033H05 (08*52) 






















GROUP 02 - WELDING GUN 


















X20 




GUN ASSEMBLY, WELDING 

*83&i28ooi (08*52) 


EA 


1 










5 


1 


P 


5305-582-5807 


SCREW, MACHINE: NO. 6-32 THD SIZE, 


EA 


2 








* 


* 


5 


2 






3/8 IN. LG, FILLISTER HEAD 






















MS35265-28 (96906) 



















(1) 

SMR 

CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(5) 

OTY 
INC 
IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(o) 
1-5 


(b) 
6-20 


(c) 
21-50 


(d) 
51-100 


(a) 

FIG. 
NO. 


(b) 

fTEM 
NO. 


P 


5310-010-3319 


WASHER, LOCK: SHIELD TO BRACKET 


EA 


3 








* 


5 


3 






MTG, .1*1 IN. ID, .253 IN. OD, 














s 


j 






.031 IN. THK 


















P 


5310-082-1*0* 


WASHER, FLAT: SHIELD TO BRACKET 


EA 


3 


* 


* 








5 


* i 






MTG, .156 IN. ID, .375 IN. 00, 






















.0*9 IN THK 


















X20 




BOLT: REEL COVER 


EA 


1 












c 






*19A029H01 (08*52) 
















" 


P 


3*38-675-7652 


COVER, PLASTIC: WIRE REEL 


EA 


i 


^ 


^ 


^ 





5 


6 






637C2*7HOi (08*52) 














j 




P 


5305^-5676 


SCREW. MACHINE: REEL SHAFT MTG, 
5/16-18 THD SIZE, 3/* IN. LG 

M535206-296 (96906) 


EA 


1 


* 


* 


* 


* 


5 


7 


P 


3*314*6-2639 


RINGt REEL COVER BOLT 


EA 


i 


ft 


^ 


1 


1 


^ 


8 






6227-3 (97073) 


















X20 




SHAFT, REEL 


EA 


i 










5 


g 






**8A02*H01 (08*52) 














j 


7 


P 


5310-639-1532 


WASHER, FLAT: REEL SPACER, 


EA 


1 


* 


> 


* 


* 


5 


10 






.313 IN. ID, .875 IN. 00, 
.065 IN. THK 


















X20 




PLUG, SNAP BUTTON 


EA 


i 










5 


11 






652 (83330) 


















P 


5305-855-0972 


SCREW, SELF-TAPPING: BRAKE 


EA 


2 


* 


ft 


* 


* 


5 


12 






SUPPORT MTG, NO, 6-32 THD 






















SIZE, 3/8 IN. LG. PAN HEAD 
MS2*fe9-23 (96906) 


















P 


5310-010-3319 


WASHER, LOCK: BRAKE SUPPORT MTG, 


EA 


2 








* 


* 


5 


13 






.1*1 IN. ID, .253 IN. OD, .031 






















IN. THK 


















P 


5310-082-1*0* 


WASHER, FLATi BRAKE SUPPORT MTG, 


EA 


2 


ft 





ft 





5 


1* 






.156 IN. ID, .375 IN. OD, .0*9 






















IN. THK 


















X20 




SUPPORT, WIRE REEL BRAKE 


EA 


1 










5 


15 






*19A008H01 (06*52) 


















P 


5305-855-0968 


SCREW, SELF-TAPPING: BRAKE TO 


EA 


2 








* 





5 


16 






BRAKE SUPPORT, NO. *-*0 THD 






















SIZE. 1A IN. LG. PAN HEAD 
MS2*629-10 (96906) 


















P 


3*3l-**6-26*3 


BRAKE, REEL 
*19A011H01 (08*52) 


EA 


1 


* 


* 


* 


* 


5 


17 


P 


5325-281-3536 


BUSHING. RUBBER 
282*98 (88725) 


EA 


1 


* 


* 


* 


* 


5 


18 


X20 




SHIELD: REEL COVER 


EA 


1 










5 


19 






3*72D*1G01 (08*52) 


















P 


5305-61*-02*7 


SCREW, MACHINE: BEARING ARM 


EA 


1 


* 


* 


* 





5 


20 






MTG, NO. 10-32 THD SIZE, 






















5/8 IN. LG 


















P 


3*31-875-76** 


SWING ARM ASSEMBLY 

31061*1001 (08*52) 


EA 


1 


* 


* 


* 


* 


5 


21 


P 


3*31-875-76*6 


SCREW, NYLON: IDLER ROLL MTG, 


EA 


1 








* 


2 


5 


22 






NO. 10-32 THD SIZE, 5/8 IN. LG 






















**2A169H01 (06*52) 


















P 


3*314*6-26*1 


WASHER, FIBER: IDLER ROLL MTG 
31081*1HO* (06*52) 


EA 


2 


* 


' * 


2 


2 


5 


23 


P 


3*31-875-76*5 


BEARING, BALL: IDLER ROLL 


EA 


1 











2 


5 


2* 






KP3A (21335) 


















X20 




ARM, BEARING 


EA 


1 










5 


25 






*19A026H02 (08*52) 



















(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

UNI 
OF 
MEA 


(5) 

QTY 
INC 
IN 
UNIT 


(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(a) 
1-5 


(b) 
6-20 


(c) 
21-50 


W) 
51-100 


(a) 

FIG 
NO 


(b) 
ITEM 
NO. 


X20 




BOLT, BEARING ARM: WIRE PRESSURE 


E 














26 






ADJUSTING 














* 








*19A025H01 (08*52) 


















P 


3*31-875-76*8 


SPRING: WIRE PRESSURE ADJUSTING 
419A027H01 (08*52) 


EA 


1 


* 


* 


* 


2 


e 


27 


P 


3*3i~**6-2639 


RING: BEARING ARM MTG 


EA 


1 


* 


* 


^ 


^ 


c 


28 






6227-3 (97073) 


















P 


3431-4*6-26*2 


NOZZLE, GAS 

311B703H02 (08*52) 


EA 


1 


* 


1 


1 


3 


c 


29 


P 


3*31-875-7635 


KNOB 
*22A505G01 (08*52) 


EA 


1 


- 


* 


* 


* 


c 


30 


X20 




TUBE, GUN: BARREL HSG 

*53A*83H01 (08*52) 


EA 


1 










c 


31 


P 


3*31-875-7930 


ADAPTER: GUN TUBE TO NOZZLE 

*19A003H01 (08*52) 


EA 


1 


* 


* 


* 


2 


5 


32 


P 


3431-4*6-26** 


TUBE, GUIDE 

306B172H09 (08*52) 


EA 


1 


3 


6 


12 


26 


5 


33 


X20 




BARREL ASSEMBLY. GUN 
*19A002Q02 (06*52) 


EA 


1 










5 


3* 


P 


3*31-875-76*2 


INSULATION: GUN BARREL 
*19A005H02 (08*52) 


EA 


1 


* 


* 


1 


1 


5 


35 


P 


3*31-875-7638 


WASHER: BARREL TO ADAPTER 
*19A006H02 (08*52) 


EA 


1 


* 


* 


* 


* 


5 


36 


P 


3*31-875-7637 


WASHER: BARREL TO BRACKET 


EA 


2 


* 


* 


* 


2 










ASSEMBLY, BARREL TO ADAPTER 

*19A006H01 (08*52) 


















P 


5305-253-3756 


SETSCREW: BARREL ASSEMBLY, 
1/*-20 THD SIZE, V* IN. LG, 


EA 


1 


* 


* 


* 





5 


38 






HALF DOG POINT SOCKET 






















MS5io*i-*9 (96906) 


















X20 




INSULATION 


EA 




















*19A010H01 (08*52) 














5 


39 


X20 




PLUG, PIPE: 1/8 IN. NPT, 


EA 


1 












*o 






HEXAGON SOCKET 














* 








2209A69HOL (08*52) 


















P20 




BEARING, BALL: 5/16 IN. DIA, SS 
*52A108H01 (08452) 


EA 


1 


* 


* 


* 


* 


5 


*1 


P 




SPRING 
*52A106H01 (08*52) 


EA 


1 


* 


* 


* 


2 


5 


42 


P 




RING: GUN BARREL, 11/32 IN. 00. 


EA 


1 


* 


* 


* 


2 


s 


*1 






7/32 IN. ID 














^ 


3 






AN6227B* (880**) 


















X20 




SCREW, MACHINE: NO. 6-32 THD 


EA 


3 












** 






SIZE, 2 5/8 IN. LG, FILLISTER 




j 


















HEAD 






















*52A103H01 (08*52) 


















P 


310-010-3319 


WASHER, LOCK: BRACKET AND 


EA 


3 


* 


* 


^ 


* 




. 






FITTING ASSEMBLY MTG, .1*1 IN. 




J 












' 






ID, .253 IN. OD, .031 IN. THK 


















X20 




PIN: 1 9/16 IN. LG, 1/8 IN. DIA 
*52A107H01 (08*52) 


EA 


1 










5 


46 


P 




BUSHING, NYLON 
2209A70H01 {08*52) 


EA 


1 


2 


2 


* 


8 


5 


7 


P 


310-010-3319 


WASHER, LOCK: BRACKET AND FITTING 


EA 


1 


* 


* 


* 


* 




^ 
" 






ASSEMBLY MTG, .1*1 IN. ID, .253 






















IN. OD, .031 IN. THK 


















P 




BUSHING. NYLON: INLET GUIDE 
2213A42H01 (06*52) 


EA 


1 


2 


2 


* 


8 


5 


50 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(S) 

QTY 
INC 
IN 
UNIT 


15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(7) 

ILLUS- 
TRATION 


(a) 
1-5 


(b) 
6-20 


(c) 
21-50 


51-100 


(o) 

FIG. 
NO. 


(b) 
ITEM 
NO. 


X20 




BRACKET AND FITTING ASSEMBLY 

*27c6o5Go8 (08*52) 


EA 


1 










5 


51 


X20 




BRACKET ASSEMBLY 

658c59*ooi (08*52) 


EA 


1 










5 


52 


X20 




FITTING ASSEMBLY 

*27c6o5GO* (08*52) 


EA 


1 










5 


53 


X20 




ELBOW, STREET: 1/8 IN. THD, 


EA 


1 










5 


5* 






*5 DEG, BRASS 
















s* 






12*8 (09505) 


















X20 




FITTING, BRASS 

*19AO*3H01 (08*52) 


EA 


1 










5 


55 


X20 




SEALANT 


EA 


y 


















5*-52 (05972) 


















P 


5310-655-9659 


NUT, HEXAGON: ROLL DRIVE, 


EA 


1 





* 


* 


* 


6 


12 






1/*-20 THD SIZE 


















P C 


5310-010-3319 


WASHER, LOCK: ROLL DRIVE, 1/* IN. 


EA 


1 


* 


* 


* 


* 


6 


13 


P 


5310-595-5*37 


WASHER, FLAT: ROLL DRIVE, .250 IN. 


EA 


1 











* 


6 


1* 






ID, .500 IN. OD, .06* IN. THK 


















P 


3*31-675-7633 


ROLL DRIVE 

*19A009Q01 (08*52) 


EA 


1 


* 


2 


2 


3 


6 


15 


P 




HOSE ASSEMBLY. GAS 

*27C637G13 (08*52) 


EA 


1 





* 


* 


* 


6 


19 


P 


3*31-875-762* 


CABLE ASSEMBLY: CURRENT 
31081*2001 (08*52) 


EA 


1 





* 





* 


6 


20 


P 


3*31-875-76*1 


BOOT: NEOPRENE 

*19AO*6H01 (08*52) 


EA 


1 


* 


* 


* 


* 


6 


21 






GROUP 03 - GAS REGULATOR 


















P 


3*31-509-2562 


REGULATOR: ARGON GAS TWO STAGE W/FLOWMETER 


EA 


1 


* 


# 


^ 





7 


1 






HVTSG2325-973 (63026) 


















XI 




NUTt BODY 


EA 


1 










7 


2 






1001-06 (63026) 














I 




P 


3*3i-*65-88*7 


CUP: THORPE TUBE 


EA 


1 


* 


* 


^ 


^ 


7 


3 






1002-02 (63026) 














i 




P20 


5330-798-3717 


RING: CUP 
1*07-21 (63026) 


EA 


1 


* 


* 


* 





7 


* 


P20 




GASKET: THORPE TUBE, UPPER 


EA 


1 


* 


* 


^ 


* 


7 


5 






1*o8-82 (63026) 














i 


s 


P 


6680-072-6186 


TUBE, THORPE 
1015-08 (63026) 


EA 


1 


* 


* 


* 


* 


7 


6 


X20 




FLOAT 


EA 












7 


7 






1*05-08 (63026) 














( 


1 


X20 




GASKET: THORPE TUBE, LOWER 


EA 


1 










7 


8 






1*08-25 (63026) 














I 




P 


6685-072-618* 


GAGE: BRASS CASE 

i*2*-ooi9 (63026) 


EA 


1 


* 


* 


* 


* 


7 


9 






GROUP 0* - MISCELLANEOUS COMPONENTS 


















X20 




CASE, CARRYING 


EA 


1 










8 








720B083H01 (08*52) 


















X20 


3*31-875-7655 


CABLE ASSEMBLY 

59C1598G13 (08*52) 


EA 


1 










8 


2 



0) 

5MR 
CODE 


tt) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


(4) 

NIT 
OF 
EAS 


(5) 

QTY 

INC 
IN 
UNIT 


30-DAY DS MAINT 
ALLOWANCE 


30-DAY GS MAINT 
ALLOWANCE 


(8) 

YR 
ALW 
PER 
00 
QUIP 
NTGY 


EPOT 

ALW 
PER 
00 
QUIP 


ILLUS- 
TRATION 


-20 


(b) 
1-50 


1-100 


-20 


(b) 
1-50 


(c) 
1-100 


FIG. 
NO. 


w 

TEM 
NO. 






ECTION V - REPAIR PARTS FOR DS, GS AND 






























DEPOT MAINTENANCE 






























3ROUP 01 - CONTROL MONITOR 


























X20 




ONTROL ASSEMBLY: AC 


EA 


1 


















1 


1 






4838126G01 (08*52) 




















1 *% 






P20 




KNOB: WIRE FEED 

2**35 (08*52) 


EA 


1 














10 


15 
oc 


1 


2 


P 


5905-196-2300 


RHEOSTAT: 25 WATT, WIRE FEED 
CONTROL 


EA 


1 












1 


IU 


2 5 


1 








01*9 (**655) 


















t 








P 


5305-855-0971 


SCREW, SELF -TAPPING: CAUTION 
PLATE MTG, NO. 6-32 THD SIZE, 


EA 
















I 




1 








I/* IN, LG 






























MS2*629-21 (96906) 


























X20 




NAME PLATE 


EA 


1 


















1 


5 






199P297H01 (88725) 


























P 


5920-556-01** 


FUSEHOLDCR 
3*200* (75915) 


[A 


3 












1 




9 


1 




P 


5920-280-5062 


FUSE: LINE, 2 AMP 


EA 


2 


3 


6 


12 


3 


6 


12 


1*0 


80 


1 


7 






312002 (75915) 


























P 


5920-1*2-7383 


FUSE: MOTOR, 1 AMP 


EA 


1 


2 


* 


8 


2 


* 


8 


90 


*o 


1 


8 






312001 (75915) 




\. 






















P 


5305-855-0972 


SCREW, SELF -TAPPING: RECEPTACLE 
MTG. NO. 6-32 THD SIZE, 3/8 IN. LG 
MS24629-23 (96906) 


EA 


4 














1 




1 


9 


P 




RECEPTACLE: GUN CONTROL CABLE 


EA 


1 


* 





2 


* 


* 


2 


6 


20 


1 


10 






AN3102A20-17S (880**) 


























P 
P 


*730-oi*-056i 
5935-072-6056 


LOCKNUT, CONDUIT: 1 1/2 IN. 
RECEPTACLE. FEMALE: CURRENT CABLE 

PM*68 (06352) 


EA 


1 
1 


* 


* 


2 


- 


* 


2 


i 
6 


8 


1 
1 


1 1 
12 


P 


5310-5*3-4791 


NUT, PLAIN. HEXAGON: BRASS 

MS35690-411 (96906) 


EA 


1 














1 




1 


13 


P 


5310-209-0786 


WASHER, LOCK: CURRENT CABLE 
RECEPTACLE MTG 


EA 


1 














i 




1 


1 






MS35335-33 (96906) 


























X20 




TERMINAL 


EA 


* 


















1 


15 






196A033H05 (08*52) 


























P 


5930-875-7882 


SWITCH, TOGGLE: CONTROL PANEL 


EA 


1 


* 


2 


2 


* 


2 


2 


12 


20 


1 


16 






LINE 






























3001 (07903) 
























17 


P 


5305-622-9*76 


SCREW, MACHINE: TERMINAL STRIP 
MTG, NO. 8-32 THD SIZE, 5/8 


EA 


-* 














1 






7 






IN. LG, FILLISTER HEAD 






























MS35265-*6 (96906) 


























P 


5310-012-0622 


NUT, PLAIN, HEXAGON: TERMINAL 


EA 












* 


* 


1 





1 


18 


j 














STRIP MTG, CABLE CLAMP MTG, 






























NO. 8-32 THD SIZE 






























MS356*9-82 (96906) 






















i 


1Q 


P 


5310-0*5-3299 


WASHER, LOCK: TERMINAL STRIP 
MTG, NO. 8 


EA 


) 


















1 


'7 


Pft 


COA\K 99 okfA 


MS35338-*2 (96906) 

e/prU MAfUIMP* TrDlyll MA 1 <tTD 1 P 


C A 


















* 




20 





.DjUy Occ-*^ fO 


dvKLW, NAVJ1INC.: ILNMINAL OlKIr 

GROUNDING, CABLE CLAMP MTG, 


LA 




























NO. 8-32 THD SIZE. 1 IN. LG 

MS35265-*9 (96906) 


























P 


3*31-858-3080 


TERMINAL STRIP 
210 (08*52) 


EA 






* 


t 








c 


5 




21 



10 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(3) 

QTY 
INC 
IN 
UNIT 


(*) 

30-DAY DS MAINT 
ALLOWANCE 


(7) 

30-DAY OS MAINT 
ALLOWANCE 


(8) 

1-YR 
ALW 
PER 
100 
EQUIP 
CNTGY 


(9) 

DEPOT 
MAINT 
ALW 
PER 
100 
EQUIP 


(10) 

ILLUS- 
TRATION 


1-20 


(b) 
21-50 


(c) 
51-100 


1-20 


(b) 
21-50 


(c) 
51-100 


FIG. 
NO. 


(b) 

ITEM 
NO. 


P 


5310-559-0070 


WASHER, LOCK: TERMINAL STRIP 






























MTG, INTERNAL TOOTH 




1 














1 


* 


1 


22 






MS35333-36 (96906) 


























X20 




CLAMP, CABLE 


EA 


k. 


























1761*53 (66725) 






















1 


23 \ 


X20 




STRIP, MARKING 


EA 


j 




















ok 






2213A83H01 (08*52) 






















1 


24 


P 


5905-675-7690 


RESISTOR: LOAD RELAY TO CONTROL 
RHEOSTAT, 10 WATT, 5 OHM 


EA 


1 


* 


2 


2 





2 


2 


12 


20 


1 


25 






PR10F (12697) 


























X20 




TERMINAL: LOAD RELAY RESISTOR 
1*56309 (86725) 


EA 


1 


















1 


26 


X20 




RELIEF, STRAIN: LINE CABLE 


EA 


1 




















o*7 






ASSEMBLY 
























27 






SR6P1 (28520) 


























P 




CABLE ASSEMBLY, CURRENT 
59C1596G13 (08*52) 


EA 


1 





* 


2 





* 


2 


10 


15 


1 


28 


X20 




CABLE, WELDING 

59C1596H19 (08*52) 


EA 


1 


















1 


29 


X20 




TERMINAL 


EA 




























1603078 (88725) 






















1 


30 


X20 




RELIEF, STRAINS GROUND CABLE 


EA 


1 


















1 


01 






ASSEMBLY 
























J 1 






SR2M1 (28520) 


























P 


3*31-675-7657 


CABLE ASSEMBLY: GROUND 
*32C52*G10 (08*52) 


EA 


1 





* 


2 


* 


* 


2 


10 


15 


1 


32 


X20 




CABLE, SINGLE CONDUCTOR 


EA 


1 


















4 


00 






432C524H19 (08*52) 






















1 


JJ 


X20 




TERMINAL 


EA 


1 




















ok 






17977*6 (88725) 






















1 


3* 


X2O 




RELIEF, STRAIN: CURRENT CABLE 


EA 


1 


















1 









ASSEMBLY 






















1 


35 






SR8P1 (28520) 


























P 


3*31-675-7656 


CABLE ASSEMBLY, LINE 

*35C512QO* (08*52) 


EA 


1 


- 


* 


1 


* 


* 


1 


12 


15 


1 


36 


P 


5305-655-0972 


SCREW, SELF-TAPPING: BASE AND 


f A 


19 


























BACK PLATE MTG, NO. 6-32 THO 


LA 


Ic. 














1 


* 


1 


37 






SIZE. 3/8 IN. LG 
M52*fe9-23 (96906) 


























X20 




PANEL, CABINET 

827D037H05 (08*52) 


EA 


1 


















1 


36 


X20 




BASE, CABINET 


EA 




























827D037H16 (88725) 






















1 


39 


X20 




INCLOSURE 
3*72032001 (08*52) 


EA 


1 


















1 


*o 


X20 




FASTENER 


EA 


1 




















kt 






AJ5-*o (7279*) 






















1 


41 


X20 




GROMNET 


EA 






















ko 






JH5 (7279*) 






















1 


42 


X20 




GASKET: CONTROL ASSEMBLY DOOR 

**7910P (88725) 


EA 


1 


















1 


3 


X20 




CABINET 


EA 






















lit 






3*72D32H01 (08*52) 






















1 


44 


P 


5305-655-0972 


SCREW, SELF -TAPPING] PANEL 






























ASSEMBLY MTG. UPPER, NO. 6-32 
THO SIZE, 3/8 IN. LG 


















1 


* 


2 


1 






MS2*629-23 (96906) 



























0) 


(2) 


(3) 


(4) 
















FEDERAL 


DESCRIPTION 






30-DAY OS MAINT 
ALLOWANCE 


30-DAY OS MAINT 
ALLOWANCE 


-YR 

ALW 


EPOT 
AINT 


ILLUS- 
TRATION 


SMR 








QTY 


() 


(b) 










PER 


ALW 


) 


bj 


CODE 


STOCK 


USABLE 


NIT 


NC 














00 


PER 








NUMBER 


ON 


OF 


IN 














QUIP 


00 


1C. 


TEM 






REF NUMBER & MFR CODE CODE 


EAS 


NIT 


-20 


1-50 


1-100 


-20 


1-50 


1-100 


NTCY 


QUIP 


NO. 


NO. 


P 


5305-582-5807 


SCREW, MACHINES PANEL ASSEMBLY 
MTG, LOWER, NO. 6-32 THO SIZE, 


EA 


5 














1 


- 


2 


2 


















3/8 IN. LG 






























M535265-28 (96906) 


























P 


53io-83*-3!56 


NUT, PLAIN, HEXAGONS PANEL 
ASSEMBLY. NO. 6-12 THO SIZE 


EA 


2 














1 












M535&9-62 (96906) 




V 






















P 


53io-o*5-*oo7 


WASHER, LOCKs PANEL MTG, NO. 6 

M535338-*i (96906) 


EA 


4 














1 








X20 




PANEL ASSEMBLY 


EA 


1 


















2 


5 






221C652G01 (08*52) 


























P 


5305-5*3-2665 


SCREW, MACHINE, FILLISTER HEAD: 
ARMATURE RESISTOR MTG, 1/*-20 


[A 


2 














1 












THO SIZE, .37 IN. LG 






























MS35265-77 (9^906) 


























P 


5310-761-6882 


NUT, PLAIN, HEXAGONS ARMATURE 
RESISTOR MTG, 1/*-20 THO SIZE 


IA 


2 














1 












M551967-2 (96906) 


























P 


5310-582-5965 


WASHER, LOCKs ARMATURE RESISTOR 
MTG, 1/* IN. 

W5353*-** (96906) 


EA 


2 














1 




2 




P 


5905-875-7886 


RESISTORS ARMATURE RELAY TO 


EA 


1 


* 


2 


2 





2 


2 


12 


20 


2 


9 






LOAD RELAY, 2J OHM, 25 WATT 
TYPE6-1-2E (750*2) 


























P 


5305-069-5122 


SCREW, MACHINE, FILLISTER HEAOs 
CONTROL PANEL RESISTOR (*R) 


EA 


1 














1 




2 


10 






MTG, NO. 8-32 THO SIZE, 2 1/2 






























IN. LG 






























MS35265-55 (96906) 


























P 


5310-012-0622 


NUT, PLAIN, HEXAGON: CONTROL 
PANEL RESISTOR (*) MTG, 


IA 


1 














1 






1 1 






NO. 8-32 THO SIZE 






























M5356*9-& (96906) 


























P 


5310-0*5-3299 


WASHER, LOCKs CONTROL PANEL 
RESISTOR (*R) MTG, NO. 8 


EA 


1 














1 






12 






MS35338-*2 (96906) 
























1 o 


P 


5310-809-85** 


WASHER, PL AT i CONTROL PANEL 
RESISTOR (*R) MTG, NO. 8 


[A 


1 














1 






13 






HS27183-7 (96906) 


























X20 




WASHER, CORKs CONTROL PANEL 


EA 


2 


















2 


1* 






RESISTOR (*R) MTG 






























72*9-8 (08*52) 


























P 


5905-675-7687 


RESISTORS CONTROL PANEL 


EA 


1 





2 


2 


m 


2 


2 


12 


20 


2 


15 


p 




VPR20HIK (12697) 






























RESISTOR (2R) MTG, NO. 6-32 
THD SIZE, 3/8 IN. LG, PAN HEAD 


















1 












MS2*629-23 (96906) 


























PO 


5905-675-7683 


RESISTOR, ADJUSTABLE* MOTOR 


EA 


1 





2 


2 


* 


2 


2 


12 


20 


2 


17 






VOLTAGE SUPPLY, 250 OHMS, 






























25 WATTS 






























TYPE20ATYPEO (750*2) 


























PO 


5910-675-1688 


CAPACITORS 600V. DC (*C,K) 
73*7306(56269} 


EA 


2 


2 


2 


* 


2 


2 


* 


*8 


*0 


2 


18 


X20 




TERMINAL, SPADCs CAPACITOR 


EA 


t 


















2 


19 


PA 




MOUNTING (3C.*C AND 5C) 
1797751 (88725) 

tt/Qr\J 'APOIhtf* TUDTAA flfTTIkl/*. 
























Of 







SCREW, TArPING, IraltAD CUTTINGS 

RELAY MTG, NO. 6-32 THO SIZE, 


EA 


* 














1 




t 


C\J 






5/8 IN. LG 

MS2*629-25 (96906) 



























12 



(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODC 


4) 

NIT 
OF 
EAS 


5) 

QTY 
NC 
IN 
NIT 


(6) 

30-DAY DS MAINT 
ALLOWANCE 


3 0-0 AY CS MAINT 
ALLOWANCE 


l-YR 
ALW 
PER 
100 
QUIP 

:NTCY E 


DEPOT 
MAINT . 
ALW 
PER 
100 
QUIP 


ILLUS- 
TRATION 


20 


b) 
1-50 


e) 
.100 


(a) 
1-20 


b) 
50 


l 

51-100 ( 


FIG. 
NO. 


(b) 

TEM 
NO. 


P 


59*5-875-788H 


RELAY 


A 


1 


^ 


^ 


2 








2 


6 


10 


2 


21 






PR1D (773*2) 


























P 


5910-8*5-7*00 


CAPACITORS *OOV, DC, STANDOFF 


A 


1 


2 


2 


3 


2 


2 


3 


30 


-20 


2 


22 






INSULATOR TO ARMATURE RELAY 






























PJ*PI (93790) 


























P 


53io-oi3-*530 


NUT, PLAIN, HEXAGONs STANDOFF 


EA 


1 


REF 


EF 


REF 


REF 


REF 


REF 


REF 


REF 


2 


23 






INSULATOR. NO. 6-32 THD SIZE 

MS356*9-62 (96906) 


























P 


53io-o*5-*oo7 


WASHER, LOCK: STANDOFF INSULATOR, 
NO. 6 


EA 


1 


REF 


REF 


REF 


REF 


REF 


REF 


REF 


REF 


2 


2* 






MS27183-6 (96906) 
























oe 


P 


5310-082-1*0* 


WASHER, FLATs CAPACITOR MTG, 
NO. 6, (JC) 

M527183-6 (96906) 


LA 


1 














1 






25 


X20 




INSULATOR, STANDOFFS CAPACITOR 


EA 


1 


















2 


26 






MOUNTING (5C) 






























1581 (71279) 
























97 


P 


5310-013-*530 


NUT, PLAIN, HEXAGONs RECTIFIER 
ASSEMBLY (1RX) MTG, NO. 6-32 


EA 


3 














1 






2 7 






THD SIZE 






























MS356*9-62 (96906) 
























2& 


P 


5310-0*5-*007 


WASHER. LOCKs RECTIFIER ASSEMBLY 
(1RX) MTG, NO. 6 

MS35336 J n (96906) 


EA 
















1 






CO 


X20 




RECTIFIER ASSEMBLY 


EA 


! 


















2 


29 






2213AO*G01 (08*52) 


























P 




DIODE 


EA 


\ 


t 


2 


3 


2 


2 


3 


30 


*0 


2 


30 






IN*822 (08*52) 


























X20 




TERMINAL. PUSH IN 
TYPET9-* (82893) 


EA 


* 


















2 


31 


X20 




PLATE 


EA 




















2 


32 






2213A03H01 (08*52) 


























X20 




SPACER, PHENOLIC TUBING: 


EA 




















2 


33 






. RECTIFIER ASSEMBLY (1RX) MTG 






























*65A288H02 (08*52) 


























P 


5305-98* -6221 


SCREW, MACHINES RECTIFIER 
ASSEMBLY (1RX) MTG, NO. 6-32 


EA 
















1 












THD SIZE. 1 IN. LG, PAN HEAD 

MS35206-23* (96906) 
























JC 


P 


5305-855-097* 


SCREW, SELF -TAPPINGs ARMATURE 
RELAY MTG, NO. 6-32 THD SIZE, 


EA 
















1 






35 






5/8 IN. LG, PAN HEAD 
MS2*629-25 (96906) 


























P 


59*5-8*6-0*33 


RELAY i ARMATURE 


EA 






* 


2 


* 


* 


2 


6 


10 


2 


36 






PR 110 (773*2) 


























X20 R 


3*3i-**6-l96i 


CONTACTOR ASSEMBLY 
31D96*9COMBBBOO (08*52) 


EA 




















3 




X2F 


5305-639-*868 


SCREW, MACHINES LEAD ATTACHING, 


EA 




















3 


4 






NO. 10-32 THD SIZE, I/* IN. 






























LG, BRASS 


























P F 


5310-576-5752 


WASHER, LOCKs LEAD MTG, .200 
IN. ID, .373 IN. OD, .023 IN. 


EA 
















i 












THK, INTERNAL TOOTH 






























MS35333-39 (96906) 


























XI 




BOX ASSEMBLY: ARC, 100 AMP 


EA 




















3 


* 






1*90517 (08*52) 


























X2F 


5305-286-1*9* 


SCREW, MACHINES ARMATURE 


EA 




















3 








PLATE MTG, 1/*-20 THD SIZE, 






























1/2 IN. LG 






























10318* (08*52) 



























(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE COOE 


(4) 

UNIT 
OF 
MEAS 


(5) 

QTY 
INC 
IN 
UNIT 


(6) 

30-DAY DS MAINT 
ALLOWANCE 


(7) 

30-DAY GS MAINT 
ALLOWANCE 


(8) 

1-YR 
ALW 
PER 
100 
EQUIP 
CNTGY 


(9) 

DEPOT 
MAINT 
ALW 
PER 
100 
EQUIP 


(10) 

ILLUS- 
TRATION 


(o) 
1-20 


(b) 
21-50 


(c) 
51-100 


1-20 


(b) 
21-50 


(e) 
51-100 


(o) 

FIG. 
NO. 


(b) 

ITEM 
NO. 


Pf 


t;o 1 A K&9 CAC 




























r 


5310-502-5965 


WASHER, LOCK: CONTACT PLATE 
MTG, .255 IN. ID, .*93 IN. 


EA 


1 














1 


* 


3 








00, .062 IN. THK 






























MS35338-** (96906) 


























P F 


5310 23 


WASHER, FLAT: CONTACT MTG, 
.255 IN. ID, .500 IN. OD, 
.04J IN. THK 


EA 


1 














1 


* 


3 


7 






MS27183-9 (96906) 


























P F 


53*0-* 17-8878 


SPRING, KICKOUT 


EA 


2 


2 


2 


3 


2 


2 


3 


30 


20 


3 


8 






1289**1 (08*52) 


























XI 




PLATE, ARMATURE 
12573** (08*52) 


EA 


1 


















3 


9 


P F 


53*0-512-9*03 


SPRING, CONTACT 
1*90698 (08*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


6 


10 


3 


10 


P F 


6110-525-3067 


CONTACT, MOVING: 100 AMP 
1*90515 (08*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


6 


10 


3 


11 


X2F 


5305-639-^5 


SCREW, MACHINE: CONTACT MTG, 


EA 


2 


















3 


12 






1/*-28 THD SIZE, 3/8 IN. LG 




























R"3 1 A Kfto cnc 


1355076 (08*52) 


























P F 


5310-502-5965 


WASHER, LOCK: CONTACT MTG, 
.255 IN. ID, .*93 IN. 00, 


EA 


1 














1 




3 


13 






.062 IN. THK 


























P c 


tfi iA_Aoo_Aftf\k 


MS35338-** (96906) 
























,\. 


F 


53 1 0-O23 -OOO4 


WASHER, FLAT: CONTACT PLATE 
MTG, .255 IN. ID, .500 IN. 


EA 


1 














i 


* 


3 


14 






OD, .0*9 IN. THK 






























"527183-9 (96906) 


























P F 


6110-525-3068 


CONTACT, STATIONARY: 100 AMP 
1*90516 (08*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


6 


10 


3 


15 


X2F 


5305-017-7355 


SCREW, MACHINE: COIL MTG, 


EA 


1 


















3 


16 






1/4-20 THD SIZE, 1/2 IN. LG 


























P F 


5310.550-1130 


WASHER, LOCK: COIL MTG, .262 
IN. ID, .469 IN. OD, .025 IN. 


EA 


1 














1 




3 


17 






THK, INTERNAL TOOTH 


























Pf 


R*i 1 f\ 1 "7 r\~i&.. 


MS35333-40 (96906) 
























,o 


r 


53 i o- i 07-0706 


WASHER. FLAT: I/* IN. ID, 
1 1/0 IN. 00, .063 IN. THK 


EA 


1 














i 




3 


10 


P F 


5950-779-7302 


COIL: BLACK. NO. 2, COMBINATION B 
1*906*0 (08*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


6 


10 


3 


19 


X2F 




WASHER: COIL RETAINING 


EA 


1 


















3 


20 






1*86999 (08*52) 


























X1 




TERMINAL: FRONT 


EA 


2 


















3 


21 






13B5866Q02 (08*52) 


























X2F 


5305-013-212* 


SCREW, MACHINE: CONTACT TO 


EA 


2 


















3 


22 






MTG PLATE, NO. 10-32 THD 


























Pf 


K4 1 A_/^k K tOOO 


SIZE, 3/* IN. LG 


























F 


5310-045-3299 


WASHER, LOCK: CONTACTOR MTG, 
.168 IN. ID, .296 IN. OD, 


EA 


2 














i 




3 


23 






.0*0 IN. THK 


























Pf 


com i^*7__y\^g 


"S35338-*2 (#906) 
























ok 


r 


53 i o- i 07-0765 


WASHER, FLAT: CONTACTOR MTG, 
.19* IN. ID, 7/8 IN. 00, 
1/16 IN. THK 


EA 


2 














1 




3 


24 


P 


5305-068-0511 


SCREW, CAP, HEXAGON HEAD: 


EA 


2 





* 


* 





* 





1 


* 


3 


25 






CONTACTOR PANEL MTG, 3/8-16 






























THD SIZE. 1 1/4 IN. LG 

MS90728-62 (96906) 
























-s 


P 


5310-595-7237 


WASHER, LOCK: CONTACTOR PANEL 
MTG, 3/8 IN., INTERNAL TOOTH 


EA 


2 














i 




3 


26 






*535333-*2 (96906) 



























0) 


(2) 


(3) 


(4) 


(S) 


(6) 








(tO) 




FEDERAL 


DESCRIPTION 






30- DAY DS MAINT 
ALLOWANCE 


30-DAY CS MAINT 
ALLOWANCE 


-YR 

LW 


EPOT 
AINT 


ILLUS- 
TRATION 


SMR 


STOCK 






QTY 


(c) 


00 


(c) 


() 


(W 


(e) 


ER 


ALW 


) 


fa) 


CODE 


NUMBER 


USABLE 
ON 


NIT 
OF 


INC 
IN 














00 
QUIP 


PER 
100 


FIG. 


TEM 






REF NUMBER & MFR CODE CODE 


MEAS 


UNIT 


.20 


1-50 


1.100 


JO 


1-50 


1-100 


NTCY 


QUIP 


NO. 


NO. 


X20 




FISHPAPER: CONTACTOR MTG PANEL 


EA 


1 


















3 


27 






TO CONTROL PANEL 






























448A043H02 (08452) 


























P 


5306-226-4827 


SCREW, CAP, HEXAQON HEAD: 
CONTACTOR MTG, 5/16-18 THD 


EA 


1 














1 




3 


28 






SIZE, 1 IN. LG 






























MS90728-34 (96906) 


























X20 




BUSHING. INSULATING: CONTACTOR MTG 
2213A87H01 (08452) 


EA 


2 


















3 


29 


P 


5310-809-4085 


WASHER, FLAT: CONTACTOR MTG, 
7/16 IN. ID 


EA 
















1 




3 


30 






M527183-16 (96906) 


























P 


5310-880-7744 


NUT, PLAIN. HEXAQON: CONTACTOR 
MTG, 5/16-18 THD SIZE 


EA 


1 














1 




3 


31 






MS51967-5 (96906) 


























X20 




NUT, WELL: CONTACTOR MTG, W/INSERT 
419A065H01 (08452) 


EA 


2 


















3 


32 


X20 




PANEL: CONTACTOR MTG 


EA 


! 


















3 


33 






637C251H01 (08452) 


























X20 




FISHPAPERt CONTACTOR FRAME TO 


EA 


1 


















3 


34 






MTG PANEL 






























448Ao4?<oi (08452) 






















V 




P 


5305-582-5808 


SCREW, MACHINE: LOAD RELAY 
ASSEMBLY MTG, NO. 6-32 THD 


EA 
















1 




4 


l 






SIZE, 5/8 IN. LG, FILLISTER HEAD 






























MS35265-31 (96906) 


























P 


5310-834-3156 


NUT, PLAIN, HEXAQON: RELAY ASSEMBLY 
MTG, NO. 6-32 THD SIZE 

MS35649-62 {96906) 


EA 
















1 






2 


P 


5310-045-4007 


WASHER, LOCK: RELAY ASSEMBLY 
MTG, NO. 6 


EA 
















1 






3 






M535338-41 (96906) 


























P 


5945-875-7889 


RELAY ASSEMBLY 


EA 


1 





* 


1 





* 


1 


9 


15 


4 


4 






320B224G01 (08452) 


























X20 




TERMINAL 


EA 


1 


















4 


5 






320B222H02 (08452) 


















f 








P 


5910-060-391 1 


CAPACITOR, ELECTROLYTIC: LOAD 
RELAY TO GUN RECEPTACLE 


EA 
















b 


20 










BR30015 (14655) 






















V 




P 


5305-543-2023 


SCREW, MACHINE: CAPACITOR CLIP 
MTG, NO. 6-32 THD SIZE, 3/l6 IN. 


EA 
















1 




^ 


7 






LG, FILLISTER HEAD 
MS35265-25 (96906) 


























P 


5310-834-3156 


NUT, PLAIN, HEXAGON: CAPACITOR 
MTG, NO. 6-32 THD SIZE 


EA 
















1 












M535649-62 {96906) 


























X20 




CLIPs CAPACITOR MTG 


EA 




















4 


9 






UMC16 (56289) 


























M 




HARNESS ASSEMBLY 


EA 




























2212A14Q01 (06452) 






























MANUFACTURE FROM: 






























WIRE, 34 FT REQUIRED, 

P/N 1553 (9219*) 


























P20 




TERMINAL, SPADE, .190 STUD, 












* 


41 


* 

















29 EA, P/N. 1603091 (88725) 


























P20 




TERMINAL, 2 EA, 












* 





* 


* 














P/N 196A033H05 (08452) 



























(1) 

SMR 
CODE 


(2) 

FEDERAL 
STOCK 
NUMBER 


(3) 

DESCRIPTION 

USABLE 
ON 

REF NUMBER & MFR CODE CODE 


(4) 

UNIT 
OF 
MEAS 


(5) 

QTY 
INC 
IN 
UNIT 


(6) 

30-DAY DS MAINT 
ALLOWANCE 


(7) 

30-DAY CS MAINT 
ALLOWANCE 


(8) 

1-YR 
ALW 
PER 
100 
EQUIP 
CNTGY 


() 

DEPOT 
MAINT 
ALW 
PER 
100 
EQUIP 


(10) 

ILLUS- 
TRATION 


(} 
1-20 


(b) 
21-50 


(e) 
51-100 


(a) 
1-20 


(b) 
21-50 


(c) 
51-100 


(-) 

FIG. 
NO. 


(b) 

ITEM 
NO. 






GROUP 02 - WELD IMG GUN 


























X20 




GUN ASSEMBLY, WELDING 


EA 


1 


















5 


1 


Pf. 


C^AC cAo KArt*7 


*83B128Q01 (08*52) 


FA 


9 


















s 




Q 


5305-502-5007 


SCREW, MACHINE! N0 6-32 THO 
SIZE, 3/8 IN. LG, FILLISTER HEAD 

MS35265-28 (96906) 


LA 

















1 




5 


2 


P 


5310-010-3319 


WASHER, LOCK: SHIELD TO BRACKET 
MTG, .1*1 IN. ID, .253 IN. 00, 


EA 


3 














1 


* 


5 


3 






.031 IN. THK 
























V 


P 


53' 0-062 -1*0* 


WASHER, FLATi SHIELD TO BRACKET 
MTG, .156 IN. ID, .375 IN. OD, 


EA 


3 














1 





5 


4 






.0*9 IN THK 


























X20 




BOLT: REEL COVER 


EA 


1 


















5 


5 






*i9Ace$Hoi (08*52) 


























P 


3*38-875-7*52 


COVER, PLASTIC: WIRE REEL 

637C2*7HOi (08*52) 


EA 


1 








2 








2 


6 


15 


5 


6 


P 


5305-98^-5676 


SCREW. MACHINE: REEL SHAFT MTG, 
5/16-18 THD SIZE, 3/* IN. LG 

MS35206-296 (96906) 


EA 


1 














1 




5 


7 


P 


3*3i-**6-2639 


RING: REEL COVER BOLT 


EA 


i 


1 


1 


3 


1 


1 


3 


30 


50 


5 


8 






6227-3 (97073) 


























X20 




SHAFT, REEL 


EA 


1 


















5 


9 






**8A02*H01 (08*52) 


























P 


5310-639-1532 


WASHER, FLAT: REEL SPACER, 
.313 IN. ID, .875 IN. 00, 


EA 


i 














1 




5 


10 






.065 IN. THK 


























X20 




PLUG, SNAP BUTTON 


EA 


1 


















5 


11 






652 (83330) 


























P 


5305-855-097 2 


SCREW, SELF-TAPPING: BRAKE 
SUPPORT MTG, NO. 6-32 THD 


EA 


2 














1 




5 


12 






SIZE, 3/8 IN. LG, PAN HEAD 
M52*629-23 (96906) 


























P 


5310-010-3319 


WASHER, LOCK: BRAKE SUPPORT MTG, 
.1*1 IN. ID, .253 IN. 00, .031 


EA 


2 














1 




5 


13 






IN. THK 
























ik 


P 


5310-082-1*0* 


WASHER, FLAT: BRAKE SUPPORT MTG, 
.156 IN. ID, .375 IN. OD, .0*9 


EA 


2 














i 




5 


H 






IN. THK 


























X20 




SUPPORT, WIRE REEL BRAKE 


EA 


1 


















5 


15 






*1$A008H01 (08*52) 

























i 


P 


5305-855-0968 


SCREW, SELF -TAPPING: BRAKE TO 
BRAKE SUPPORT, NO. *-*0 THD 


EA 


2 














1 




5 


lo 






SIZE, I/* IN. LG, PAN HEAD 
M52*&9-10 (96906) 


























P 


3*31-**6-26*3 


BRAKE, REEL 
*19A011H01 (08*52) 


EA 


1 








2 


. 





2 


9 


15 

kft 


5 


17 

iA 


P 


5325-281 -3536 


BUSHING. RUBBER 
282*5* (88725) 


EA 


1 
















IV 




10 


X20 




SHIELD: REEL COVER 


EA 


1 


















5 


19 






3*72D*1G01 (08*52) 




















& 




on 


P 


5305-61* -02* 7 


SCREW, MACHINE: BEARING ARM 
MTG, NO. 10-32 THD SIZE, 


EA 


1 














i 






C\J 






5/8 IN. LG 


















V 


^c 




O 1 


P 


3*31-875-7^ 


SWING ARM ASSEMBLY 
310B1*1G01 (08*52) 


EA 


1 














* 


25 




1 


P 


3*31-875-76*6 


SCREW, NYLON: IDLER ROLL MTG, 


EA 


1 





2 


2 


* 


2 


2 


15 


30 


5 


22 






NO. 10-32 THD SIZE, 5/8 IN. LG 






























**2Al69H01 (08*52) 



























16 



(1) 


(2) 


(3) 


















FEDERAL 


DESCRIPTION 






30-DAY DS MAI NT 
ALLOWANCE 


30-DAY GS MAINT 
ALLOWANCE 


-YR 

ALW 


EPOT 


ILLUS- 
TRATION 


SMR 








QTY 


(o) 


(b) 


(c) 


(o) 


(M 


() 


PER 


ALW 


() 


(b) 


CODE 


NUMBER 


USABLE 
ON 


UNIT 
OF 


INC 
IN 














00 
QUIP 


PER 
100 


FIG. 


TEM 






REF NUMBER & MFR CODE COOK 


MEA3 


UNIT 


-20 


21-50 


1-100 


1-20 


1-50 


MOO 


NTGY 


QUIP 


NO. 


NO. 


P 


3*31-**6-26*1 


WASHER, FIBER: IDLER ROLL MTG 
310B1*1HO* (08*52) 


EA 


2 


2 


2 


3 


2 


2 


3 


*0 


80 


5 


23 


P 


3*31-875-76*5 


BEARING, BALL: IDLER ROLL 
KP3A (21335) 


EA 


1 


* 


2 


2 


* 


2 


2 


20 


*0 


.5 


2* 


X20 




ARM, BEARING 


EA 


1 


















5 


25 






*i9A026Hoe (06*52) 


























X20 




BOLT, BEARING ARM: WIRE PRESSURE 


EA 


1 


















5 


26 






ADJUSTING 






























*19A025H01 (08*52) 


























P 


3*31-875-76*8 


SPRING: WIRE PRESSURE ADJUSTING 
*19A027H01 (08*52) 


EA 


1 


* 


2 


2 


* 


2 


2 


20 


30 


5 


27 

4ft 


P 


3*31-**6-2639 


RING: BEARING ARM MTG 
6227-3 (97073) 


EA 


1 




















20 


P 


3*314*6-26*2 


NOZZLE, GAS 

311B703H02 (08*52) 


EA 


1 


2 


3 


5 


2 


3 


5 


60 


95 


5 


29 


P 


3*31-875-7635 


KNOB 
*22A505G01 (08*52) 


EA 


1 














2 


10 


5 


30 


X20 




TUBE, GUN: BARREL HSG 


EA 


1 


















5 


31 






*53A*83HOi (08*52) 


























P 


3*31-875-7930 


ADAPTER: GUN TUBE TO .NOZZLE 

*19A003H01 (08*52) 


EA 


1 


* 


2 


2 


* 


2 


2 


15 


25 


5 


32 


P 


3*314*6-26** 


TUBE. GUIDE 
306B172H09 (08*52) 


EA 


1 


12 


26 


50 


12 


26 


50 


600 


100 


5 


33 


X20 




BARREL ASSEMBLY. GUN 
*19A002G02 (06*52) 


EA 


1 


















5 


3* 


P 


3*31-875-76*2 


INSULATION i GUN BARREL 
*19A005H02 (06*52) 


EA 


1 


1 


1 


3 


1 


1 


3 


30 


6 


5 


35 


P 


3*31-875-7638 


WASHER: BARREL TO ADAPTER 
*19A006H02 (06*52) 


EA 


1 


* 


* 


2 


* 


* 


2 


7 


15 


5 


36 


P 


3*31-875-7637 


WASHER: BARREL TO BRACKET 


EA 


i 


* 


2 


2 


* 


2 


2 


15 


35 


5 


37 






ASSEMBLY, BARREL TO ADAPTER 






























*i9Aoo6HOi (06*52) 






















c 




P 


5305-253-3756 


SETSCREW: BARREL ASSEMBLY, 
1/*-20 THD SIZE, I/* IN. LG, 


EA 
















i 












HALF DOG POINT SOCKET 






























MS5io*i49 (96906) 


























X20 




INSULATION 


EA 


} 


















C 


39 






*19A010H01 (06*52) 


























X20 




PLUG, PIPE: 1/8 IN. NPT, 


EA 


t 


















5 


*o 






HEXAGON SOCKET 






























2209A69HOL (06*52) 


























P20 




BEARING, BALL: *j/l6 IN. DIA, SS 


EA 
















5 


5 


C 


*1 


















*52A108H01 (08*52) 


























P 




SPRING 


EA 







2 


2 





t 


2 


15 


30 


C 


*2 






*52A106H01 (06*52) 


























P 




RING: GUN BARREL, 11/32 IN. 00, 


EA 







2 


2 


* 


2 


2 


15 


100 


C 


*: 






7/32 IN. ID 






























AM&27B* (660**) 


























X20 




SCREW, MACHINE! NO. 6-32 THD 


EA 


3 


















5 


*l 






SIZE, 2 5/6 IN. LG, FILLISTER 






























HEAD 






























*52A103H01 (06*52) 


























P 


5310-010-3319 


WASHER, LOCK: BRACKET AND 


EA 


3 














i 


* 


C 


* 


















FITTING ASSEMBLY MTG, .1*1 IN. 






























ID, .253 IN. 00, .031 IN. THK 
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FITTING ASSEMBLY 
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SEALANT 


EA 


V 


























5*-52 (05972) 


























X2F 




HANDLE ASSEMBLY. GUN 
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MS3526-31 (96906) 
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X2F 
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EA 
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CABLE ASSEMBLY, CONTROL 
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3118796001 (08*52) 
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5910-875-7880 


CAPACITOR 
121P*7302S2 (56289) 


EA 
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12 
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SLEEVING: MOTOR LEAD 


EA 
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*22A*8*H02 (08*52) 
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HOSE ASSEMBLY. GAS 

*27c637Gi3 (08*52) 
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3*31-675-762* 


CABLE ASSEMBLY: CURRENT 
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310B1*2G01 (08*52) 
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3*31-875-76*1 


BOOT: NCOPRENE 

*19AO*6H01 (08*52) 
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X2F 




INSULATOR, MOTOR 
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222A550H01 (06*52) 
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INSULATION, MOTOR 


EA 
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MOTOR ASSEMBLY 

*29C550<5 (08*52) 


EA 


1 


* 


* 


2 


* 


2 


2 


15 


30 


6 


2* 






GROUP 03 - GAS REGULATOR 
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REGULATOR: ARGON GAS TWO STAGE 
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CUP: THORPE TUBE 
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1002-02 (63026) 
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5330-798-3717 


RING: CUP 
1*07-21 (63026) 


EA 
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P20 




GASKET: THORPE TUBE, UPPER 
1*o8-82 (63026) 


EA 
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6680-072-6186 


TUBE, THORPE 
1015-08 (63026) 


EA 
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FLOAT 


EA 
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1*05-08 (63026) 
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GASKET: THORPE TUBE, LOWER 
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1*08-25 (63026) 
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6685-072-618* 


1*2*-0019 (63026) 
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GROUP 0* - MISCELLANEOUS COMPONENTS 
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X20 


3*31-875-7655 


CABLE ASSEMBLY 

59C1598G13 (06*52) 






















8 


2 



19 




CN 

CO 

s 

LU 



O 

<! 



O 

k. 

Ol 







C 

o 
Q. 



CN 

0) 

fc. 
D 
O) 



21 




u 

z 

o 
U 



o> 



f 



22 




ME 3431-227- 24P/4 



Figure 4. Load Relay and Capacitor 
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Figure 6. Handle 
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ME 3431-227-24P/8 



Figure 8. Carrying Case and Cable 
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Siction VII. 



INDEX -FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO INDEX NUMBER 



STOCK NI 



Ftaimc 



$*& 



STCM 



^31-875-76*5 
75-76*6 




5305-013-212* 

~~~ ^Z~ 7355 
, 066-0511 

5-069-5122 




5305-582-5808 

5305-61^-02*7 
5305-6i*-0266 
"" 16- 




-855-0972 




5305-98*-gsM 
5306-2264827 
5310-010-3319 



I 

5 

5 
7 

6 
6 
6 
5 



5 
5 



3 
3 



1 
l 
3 

5 

1 
1 

2 

2 

2 
5 

3 

5 



28 



f 

21 
20 
2* 
15 

30 



21 

I 

22 



36 

32 



11 

22 

16 
25 

10 



2 
2 
1 
2 

20 

*8 



12 



9 

37 

16 
12 
35 



STOCK N^M|| 

5310-550-1130 
5310-5- 
5310-5 
53 K 

5310-595-5*37 
5310-595-7237 
0-639- r' 




53io-83*-3i56 

5310-880-77^ 
5325-281-3536 
5330-798-3717 
53}o4 17-8676 
53*0-512-9*63 




5910-875-7-^ 
5910-875-7888 
5920-1*2-7383 
5920-280-5062 
5920-556-01*^ 

5930-875-7M2 

59*5-875-7889 
5950-779-7302 
61 10-525-306 



6685-072-618* 



2 
3 

3 
2 

* 

3 
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2 
2 
2 



2 

6 

2 

1 
1 
1 

6 
6 

1 
1 

2 
2 

3 

3 

7 



11 
10 
16 

12 
36 

19 
11 

'2 

9 



5310-012-0622 
5310-0134530 
5310-0*5-3299 

5310-0*5-^007 

5310-082-1*0* 

5310-167-0765 
5310-167-0766 
5310-209-0786 
5310-5*34791 
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2 

2 
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1 
2 

3 

2 

I 

2 

5 
5 

3 

1 



11 
23 

3 

22 



2* 
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Section VII. INDEX -FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO INDEX NUMBER 




1TKN 



ANJ102A20-173 
AN6227B* 

HVT5G2325-973 
!N*822 

MS2*629-10 
M52*629-21 
MS2*629-23 




M527183-6 

MS27183-7 

MS27 183-9 



MS352' 
MS35* 
MS35* 
M5352 

MS35265-31 

M535265-33 
M535265-46 
KS352f5-*9 
MS35265-55 
M535265-77 
MS35333-3& 
MS35333-39 
*35333-<o 



MS35338-*2 



MS35338-** 




PJ4P1 

PH*68 

PR10 

PR10T 

PR110 

SR2H1 

SR6P1 

SR8P1 

TYPET94 

TYPE2DATYPEO 

TYPE6-1-2E 

OC16 

VPR20HIK 

01*9 

1PB5 

1SH1 

1001-06 

1002-02 

1015-08 

10318* 



9^906 



96906 



96906 



96906 



I 

I 
5 

1 
1 

2 

2 

2 
2 

2 
2 

2 



2 
2 

* 
1 
2 
1 
6 

2 
3 

3 

1 
2 
1 
2 
1 
1 
1 
2 
2 
2 

2 

1 

6 
6 
7 



2 

1 

*8 
17 

20 

10 

6 

22 

| 

28 

3 



8 

6 

13 

23 



38 



L 5 

12 
21 



31 



31 

17 

9 

1} 

11 
10 

2 



RKrCRCMCK 



121P*7302S2 
12*8 



Flo 



1TCM 



199P297H01 

205A09TH01 

210 

2209A69HOL 

2209A70H01 

221C632Q01 

2213A03H01 

2213A04G01 

22l3A*2H01 

2213A83H01 

2213A87H01 

222A550H01 



01B663Q03 
172H09 

108141001 
10B1*1HO* 
31081*2001 



31 1B703H02 

311B798G01 

312001 

312002 

31762 

3208222H02 

320822*001 

3*200* 
3*72032001 

3*72D32H01 
3*72041001 
419A002Q02 
*19A003H01 
*19AOO|H02 
*19A006H01 
*19A006H02 
*19A008H01 
*19A009Q01 
*19A010H01 
*19A011H01 
*19A025H01 
*19A026H02 




*19A065H01 
22A*8lH02 



i i 




2 

1 
1 
1 
2 

1 

6 

1 
5 

2 
2 
2 

5 



1 
6 

* 
1 
1 
1 
5 



15 
15 
39 

II 

25 

27 

55 

21 

5 

30 



29 



HUfrlDCfi 



CROSS-REFERENCE TO INDEX NUMBER 











Mr 
Cgog 

88' 



06*52 
08*52 



08*52 



08*52 



08*52 
97073 

97073 
08*52 
08*52 
83330 
?52 



08*52 
08*52 
08*52 
08*52 



fid 



2 

1 
1 

1 

8 
1 
5 
5 

3 

5 



ITEM 
No. 



jf 
3? 



** 

*2 

46 

31 

33 

1 

a! 

2 

1 

28 
6 

33 
11 

52 

A 
18 
38 
39 



ITEMS NOT ILLUSTRATED 
REFERENCE NUMBER Mro Cope 



08*52 
05972 



GROUP No. 

01 
02 






By Order of the Secretary of the Armyt 



Official: 

VERNE L. BOWERS, 
Major General, United States Army, 
The Adjutant General. 



W. C. WESTMORELAND, 
General, United States Army, 
Chief of Staff . 



Distribution : 

To be distributed in accordance with DA Form 12-25, Section I (qty rqr block no. 182) Organi- 
zational Maintenance requirements for Welding Equipment. 

U.S. GOVERNMENT PRINTING OFFICE: 1989 - 242-451 (5145) 





